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A consortium of British 
scientists led by a team 
from University College 
London (UCL) has devel- 
oped a fully automated 
technique for producing 
three-dimensional images 
by computer. The picture 
shows the consortium 
leader, Dr Jan-Peter 
Muller of UCL working 
on an image of the Big 
Horn mountain range in 
central Wyoming, USA. 
The information origi- 
nates from a pair of satcl- 
lite photographs of the 
area taken from different 
angles—in this instance 
by the French satellite 
“Systeme pour l'observa- 
tion de la terre” (SPOT). 
The new system automati- 
cally “‘matches” easily 
identifiable features 
within the picture and, by 
use of geometry, the 
heights of thesc features 
can be determined. This 
data can then be used to 
create a colour image of 
terrain height (left screen). 
The system relates pat- 
terns of images to produce 
a three-dimensional repre- 
sentation of the object in 
question. 

Dept. of Photogram- 
metry and Surveying 
UCL 

Gower Street 
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CHALLENGING DISABILITY EVERY 
DAY — BY TELECOMMUNICATIONS 


HE rapid advance in telecommunications services for people 
with disabilities is shown in “Everyday”, a new video released 
by British Telecom. 

The advance is shown in ordinary human terms by featuring how 
four people have successfully dealt with their own challenges in 
communications. The four people featured are: 

* Maureen Beaumont: a teacher of lip-reading whose hearing is 
severely impaired. She can use the telephone with amplification 
and inductive coupler. 

* Doug Alker: Director of Community Services at the Royal Na- 
tional Institute for the Deal, who is profoundly deat. He uses text 
terminals and the Telephone Exchange for the Deaf and also 
demonstrates an experimental videophone developed by British 
Telecom to allow deaf people to communicate over the telephone 
by sign language. 

* Wayne Chapman: a switchboard operator for The fidependeut 
newspaper. He has been totally blind from birth and uses a voice 
synthesiser in his job. 

* Florence Bunn: a mouth artist who has multiple sclerosis. She 
uses environmental control equipment and loudspeaking tele- 
phones in her daily life. 

The video is being released at a time when British Telecom ts 
engaged in two major initiatives for people with severe deafness or 
speech impairment. 

The Text Users Help Scheme, which gives refunds to deaf and 
speech-impaired people who use text communication by a keyboard 
terminal, has attracted 3,400 subscribers after a year of operation 
and is now adding them at the rate of 200 a month. 

The scheme is funded by British Telecom and operated by the 
Royal National Institute for the Deaf—RNID. 

Because text communication takes about six times as long as 
voice communication, the scheme refunds 60 per cent of the call 
charge portion of phone bills up to an annual limit of £160, An initial 
£650,000 has been donated to cover the costs. 

The company ts also investing t4 million in a new telephone 
exchange for the deaf, to be called Relay Phone. 

The service, to be run by the RNID. will be based at Speke on 
Merseyside and provide about 70 new jobs, [t will have 30 operating 
positions with space for expansion to 60, 

It replaces the present RNID Telephone Exchange tor the Deaf 
in London, which has only three operating positions and capacity 
for just 170 customers. 

A two-storey industrial building has been acquired at Speke and 
conversion work is under way. The opening of the exchange is ex- 


ay 
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pected to take place next June, 

Unlike the old Telephone Exchange for the Deaf, deaf people 
will pay the same call charges as other customers despite the fact 
that two separate and simultaneous calls are required together with 
the services of an operator. 

Copies of the “Everyday” video are available on free loan to 
clubs, societies and community groups from British Telecom Action 
for Disabled Customers, Room B4041, British Telecom Centre, 81 
Newgate Street, London ECLA 7AJ. The video is in VHS format 
and ts issued in three versions: subtitled: British Sign Language and 
subtitled: non-subtitled. 


EUTELSAT II-F1 


HE results of in-orbit tests of the first EUTELSAT II satellite, 

launched last August, indicate that its performance is far higher 
than expected. Direct reception with only 90 cm antennas of televi- 
sion and radio channels is possible via transponders using Widebeam 
coverage inan area stretching from Madrid in the south to Stockholm 
in the north and [stanbul in the east—see map. 


For transmissions via Superbeam coverage, the quality of recep- 
tion is also significantly better than expected. In the central area of 
the Superbeam coverage an EIRP of 52-53 dBW has been measured, 
With 80 cm antennas excellent quality reception of television chan- 
nels on full transponders is now possible throughout central and 
western Europe. (Continued on next page) 


16673 


EUTELSAT II-F, positioned at !3° East 
in geostationary satellite orbit, is already 
transmitting nine TV and 15 radio channels, 
including eight French-language digital radio 
channels that began transmitting last October. 
Other television services are planned to start 
soon. The satellite has 16 Ku-band transpon- 
ders and can transmit up to 23 television 
channels by accommodating two channels 
in each of the 72 MHz transponders and one 
channel in cach of the 36 MIIz transponders. 

EUTELSAT is now preparing to launch the 
second EUTELSAT IL. This will be posi- 
tioned at 10° E to replace EUTELSAT [-FS 
which will subsequently be placed at another 
orbital position. It will then be used mainly 
for television transmissions and for digital 
communications for the business community. 


NEW ASTRA SATELLITE TV 

DECODER FROM GRUNDIG 

RUNDIG has extended its range of Astra 

satellite TY receiving equipment with 
a high specification integrated receiver de- 
coder, the Model GIR D 2000. and adark mesh 
oval dish that ts available in 60 cm or 80 em 
format. 


The GIRD 2000 is a stereo receiver with 
built-in video-crypt decoder, [t has a thresh- 
old of 6,5 dB and can receive up to 60 chan- 
nels with four stereo or eight mono subear- 
riers per channel plus the facility to control 
colour contrast on each channel. The pack- 
age comes with an infra-red remote control 
and has a parental lock facility for restrict- 
ing children’s viewing. Also included is a 
14-day. 4-event VCR timer with on-screen 
clock and on-screen graphic facility. The 
current model has three SCART inputs: CTY, 
VCR, and one for another decoder. 

The GIRD 2000 retails at £399.95 with a 
60 cm dish and £429.95 with an 80 cm dish, 


EASY-PC TOPS 5000 
HIPMENT'S of EAS Y—PC, Number One 
Systems’ award-winning PCB and sche- 

matic CAD program, passed the 5000 copies 
mark last October. Design engincers from 
Australia to Zimbabwe are choosing EAS Y—PC 
thanks to the program’s unique combination 
of ease of use and sophistication and Number 
One Systems’ reliable and accessible free tech- 
nical support service. 
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The latest enhancement, included in 
EASY-PC at no extra cost, is the ability to 
print layouts and schematic drawings on 
LaserJet If laser printers and compatibles. 
EASY-PC’s new laser printer output offers 
fully adjustable scaling and resolution. se- 
lectable paper sizes. drill detail and solder 
resist. and, importantly, an automatic method 
of correcting for printer inaccuracies. The new 
laser printer output joins EAS Y—PC's exist- 
ing output formats for dot-matrix printers, 
HPGL pen plotters. Gerber photoplotters 
and Excellon drilling machines. 

Number One Systems Lid. Harding Way. 
Somersham Road, St. Ives. Huntingdon, Cambs. 
PEI7 4WR; Telephone (0480) 61778. 


VELLEMAN KITS 
HE 1991 catalogue and price listof Velleman 
Kits is available from the sole UK dis- 
tributors tor Velleman Kits. High-Q Electronics 
Lid. The new catalogue has some thirty ad- 
ditions to the 1990 range of kits. and may be 
obtained from High-Q Electronics Ltd. P.O. 

Box 1481, LONDON NW7 4RF. 


PAN-EUROPEAN CELLULAR 
DIGITAL SYSTEM 
HE pan-European cellular digital sys- 
tem (GSM) will come into service by 
the middle of next year. The full-rate speed 
codee used in the initial phase of the system 


will provide capacity for many millions of 


customers across Europe. 

One of the prime goals of the system is to 
meet the forecast demand in large urban cen- 
tres during the mid-1990s. 

A major initiative to almost double ca- 
pacily is progressing rapidly by harnessing 
technological developments in voice codec 
design, As a result, the standardization of a 
hall-rate codec for the GSM system is being 
pursued with the European Telecommunications 
Standards Institute—ETSI—by a task force 
of 40 European experts under the chairman- 
shipot Dr. Hans-Jurgen Braun of the Deutsche 
Bundespost. 

The half-rate codec will have an imme- 
diate application in GSM and ts also impor- 
tant for the evolution of future personal com- 
munications networks—PCN. 

ETS], B.P. 152-F.06561, Valbonne Cedex. 
France. Telephone +33 9294 4125. In UK: 
telephone (0482) 46958. 


WIDEBAND VIDEO SWITCH IC 
ILICONIX has developed a new wide- 
band video switch IC, the DG894, which 
offers significant performance and integra- 
tion benefits within TV switching systems 
based on the Philips I2C bus and the inter- 
nationally recommended SCART interlace. 
The new circuit is ideally suited for use 
in modern domestic TV installations where 


the television set is used In conjunction with 
video recorders, home computers, satellite 
and cable inputs, and audio hi-fi systems. 
Unlike previous approaches involving 
numbers of separate decoding and switch- 
ing ICs. the DG894 offers all the necessary 
switching, control and interface functions 
ona single chip. Two of the most outstand- 
ing parameters of the new device are its abil- 
ity to switch analogue or digital signals with 
a bandwidth of up to LOO MHz and very low 
cross-talk performance of —70 dB at 5 MHz. 


The DG894 ts fabricated in Siliconix’ 
high-performance D/CMOS technology and 
consists of 14 change-over switches arranged 
in (wo groups of four plus three groups of two, 
It can be used for switching both RGB and 
Super- VHS luma/chroma(Y¥/C) signals with 
control either by DC addressing or via the 
Philips FC bus. [ts signal handling capabil- 
ity is 4 V peak-to-peak. 

Siliconix Ltd, Weir House, Overbridge 
Square. Hambridge Lane. Newbury. Berks. 
RG14 SUX, telephone (0635) 30905. 


FORD GOES DIGITAL 

ORD plants in the UK are to become part 

of the first international digital network 
to be set up by any commercial organization 
in Europe. 

The £18 million communications system 
that integrates voice and data services in one 
network is planned to start operation within 
the next few months, In addition to speed- 
ing up normal telephone calls, it will use 
digital PABX (private telephone exchange) 
technology to transmit computer data between 
Ford's product development and manufac- 
turing locations in Europe. As a result, com- 
plex computer-aided design and manufac- 
turing information will be passed on in min- 
utes instead of the hours taken at present for 
this type of transfer. 

The installation of the new system at Ford's 
UK headquarters in Warley and at the com- 
pany’s Dunton Research and Engineering 
Centre will involve the laying of more than 
4.800 km of wiring. 

Ford Motor Company Ltd. Brentwood. 
Essex CM13 3BW. Telephone (0277) 253000. 


S- AND NOISE-PARAMETER 
DATA LIBRARY 

VANTEK is now oftcring a complete 

library of S- and noise-parameter data on 
diskettes formatted tor IBM and compatible 
PCs. The DesignPak™ files are supplied in 
ASCII format, which can be read by many 
of today's microwave simulation programs 
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such as Touchstone® from EEsot, Super 
Compact trom Compact Software and SuperStar 
Professional Extension trom Eagleware. In 
addition to data on Avantek's silicon bipolar 
transistors, MODAMP"™ silicon bipolar MMIC 
gain blocks, MagiC™ high-frequency ICs, 
GaAs FETs and GaAs MMICs, the diskettes 
contain files with a listing of semiconductor 
applications literature, an order form for ob- 
taining literature, and addresses and tele- 


phone numbers of Avantek’s field sales of- 
tices. The DesienPak is contained on two 
S!/4 in. DSDD floppy diskettes and is avail- 
able without charge from Avantek distribu- 
tors and representatives throughout the world, 

Avantek Ine., 481 Cottonwood Drive, 
Milpitas, California 95035-7492. 


IEEIE / HUDDERSFIELD 
POLYTECHNIC VENTURE 
HE 30,000 strong Institution of Electronics 
and Electrical Incorporated Engineers 
(IEEIE) has joined forces with The Polytechnic 
of Hudderstield in a new venture for the ac- 
creditation of training placements. A mech- 
anism is to be piloted that gives formal recog- 
nition to the training undertaken by electronic 
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and electrical engineering sandwich course 
students as part of their BTEC Higher National 
Diploma course. 

Asan authorized body of the Engineering 
Council, the IEEIE already accredits aca- 
demic courses and training schemes against 
the requirements for Incorporated Engineer 
and Engineering Technician registration. 
The arrangement with The Polytechnic of 
Hudderstield highlights still further the im- 
portance of training as part of a total profes- 
sional qualification comprising academic 
award, training and responsible experience, 
leading to Corporate Membership of the 
IEEIE and IEng registration with the Engineering 
Council, 

IEEIE. Savoy Hill House, Savoy Hill, 
London WC2R OBS, Phone 071 836 3357, 


FIRST VHS / HELICAL SCAN 
VOICE LOGGING 
Fra he that until now has been used 

only in video recording has been applied 
successfully to an office voice recorder. As 
a result, Woodsafe, developed by Racal 
Recorders. becomes the first communications 
recorder lo provide up to 32 channels and 
more than 24 hours continuous recording 
ona standard VHS cassette. 

The compact machine —it is half normal 
size—is ideal for general office use where 
there is a need to record all telephone trans- 
actions, for example. in financial institu- 
tions or despatch offices. Its high level of 
securily also makes it suitable for users such 


as emergence services and uir traffic, harbour 
and seaway control installations. 

Racal Recorders Ltd, Hardley Industrial 
Estate. Hythe, Southampton SO4 67H. 


UNDERSEA CABLE LINK FOR 
JAPANESE ISLANDS 

HE Japanese islands of Kyushu and Okinawa 

are to be linked by anew 860km undersea 
optical fibre telecommunications system 
that will provide more than 5,760 telephone 
circuits and allow a mix of data, facsimile 
or video traffic. 

The 420 Mbit system, which has the world’s 
largest capacity, will be supplied by Britain's 
STC Group under a £22 million contract 
placed by the US Department of Defense. 

STC PLC, Carlton House, 27 Carlton 
Drive, London SW15 2TE. 


UK TO LAUNCH PASSENGER 
AIR CALLS 
RITISH Telecom's ground earth station 
at Goonhilly is to be the first in the world 
to handle commercial satellite communica- 
tions for airliner passengers. 

As airliners become equippped with suit- 
able satcom terminals, passengers will be able 
to make telephone calls from the Atlantic 
ocean region via INMARSAT's Marees B2 
satellite and Goonhilly to anywhere in the 
world. Other ground stations in the Alantic, 
Indian and Pacific occan regions will fol- 
low in introducing the new service and so 
enable passengers to make global calls no 
mater where the airliner ts, 

International Maritime Satellite Organization, 
40 Melton Street. London NE 2EQ, Telephone 
O71 387 9089. 
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IEE MEETINGS 

4 January — Personal communications: cir- 
cuits and systems. 

7 January --~ Optie-fibre cables. 

§ January — The national radio propagation 
programme, 

9 January — Mechatronics. 

10 January — ESD requirements for the do- 
mestic environment. 

10 January — 26th Appleton lecture: 
Broadcasting in the microwave and mil- 
limetric bands, 

15 January — Integrated power devices. 

16 January — Fast packet switching. 

17 January — Radiocommunications in the 
range 30-60 GHz. 

18 January — Sources for coherent optical 
communication, 

2| January — Field analysis of microwave 
devices and circuits. 

22 January —-- Wound components and ma- 
terials for MHz power conversion. 

23 January — Robot sensors. 

23 January ~- Conditional access television, 
subscriber management and domestic re- 
ception. 

25 January — Antenna measurements using 
the compact antenna test range. 

29 January — Artificial intelligence in sim- 
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ulation, 
30 January — GSM and PCN enhanced mo- 
bile services, 
Information on these, and many other, events 
may be obtained from the IEE, Savoy Place, 
LONDON WC2R OBL, Phone 081 240 1871. 


Frost & Sullivan are organizing the follow- 
ing seminars this month: Distributed Database: 
Computer Facility Planning and Operations; 
Fast Packet Switching; The OSI Reference 
Model and Network Architecture; and X.25 
and Packet Switching Networks. Full de- 
tals from Frost & Sullivan, Sullivan House. 
4 Grosvenor Gardens, LONDON SWI1W 
QDH, Telephone 071 730 3438. 


ERA Technology is organizing a ‘Lighting 
Developments and Applications’ confer- 
ence and exhibition. The event, which has 
the support of the Lighting Industry Federation, 
will take place on Wednesday 16 January at 


the Heathrow Penta Hotel. Full details from 
ERA Technology Ltd, Cleeve Road, LEATHER- 
HEAD KT22 7SA, PHONE (0372) 374151, 


CALL FOR PAPERS 

Papers are invited for the Sixth International 
Conference on Mobile Radio and Personal 
Communications. The conference is being 
organized by the Institution of Electrical 
Engineers and will be held at the University 
of Warwick [rom 9 to 12 December 1991, 

The aims of the conference are to en- 
courage engineers, operators and regulators 
to discuss topics relevant to Land Mobile 
Radio and Personal Communication Systems; 
to provide general background information 
to those new to the subject: and to provide a 
forum for exchanging information and ex- 
perience on new developments. 

Papers describing new work on any aspect 
of land mobile and radio personal commun 
ication system and also papers of a tute- 
rial/overview nature which might be used to 
lead atheme session are invited. Anyone wish- 
ing to offer a contribution should submit a 
synopsis of at least one A4-size page by 6 
February 1991 to: Conference Services, IEE. 
Savoy Place, London WC2R OBL. 


MULTIFUNCTION MEASUREMENT 
CARD FOR PCs 


The high-performance insertion card described in this article allows | 
your IBM PC-XT, PC-AT or 100% compatible to measure direct 
voltage at 12-bit accuracy, as well as frequency and a host of other 
parameters related to pulse-shaped signals. The accuracy and 
versatility afforded by the card are of a level associated with much 
more expensive, industrially rated products. The menu-driven 
control software developed for this exciting project allows you to 
keep tabs on up to eight voltages quasi-simultaneously, while up to 
eight remaining inputs can be used for time-related measurements 
including frequency, duty factor and pulse duration, not forgetting 
the event counter. Connected to the sensors and timing devices of 
your choice, this card turns a PC into a powerful central controller in 
a complex measurement and control system. 


LTHOUGH its ability to deal with num- 
bers is often the main reason for ustng 
a PC, itis interesting as well to look at inter- 
facing such a machine to the real world, 
which, as most of us see it, is analogue rather 
than digital, Invariably, a PC needs to be 
fitted with a special interface card to allow it 
to handle analogue quantities such as volt- 
age, temperature, pressure, or relative hu- 
midity. The card described in this article is 
such an interface. Effectively, it turns your 
PC into a multiftunchon measurement sta- 
tian. 
The analogue-to-digital conversion func- 


J. Ruffell 


tion of the card allows analogue quantities in 
the form of voltages to be translated into 
their digital equivalents, which are numbers 
that can be processed and evaluated by the 
PC. Two inputs are available for this pur- 
pose, each fitted with an eight-channel 
multiplexer for multi-point measurements. 
The software allows one of these channels to 
be selected for accurate monitoring and ana- 
lysis. In addition to this versatile voltmeter 
function, the card can also function as a fre- 
quency meter combined with a pulse/ pause 
(duty factor), a pulse-on/ off time meter, and 
an event counter, 


Block diagram 


The block diagram in Fig. | shows the 
general structure of the measurement card, 
A number of buffers and an address decoder 
are connected between the PC expansion bus 
on the one hand, and two programmable pe- 
ripheral interfaces (PPIs) and one analogtue- 
to-digital converter (ADC), on the other. The 
PPIs take care of the communication be- 
tween the PC and a number of lines of the 
ADC (which functions as a voltmeter) as 
well as the communication with the [Cs that 
form the frequency meter. 
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MULTIFUNCTION MEASUREMENT CARD FOR PCs 


K4/KS XT-slot 


data “A w' 


d 


fa 


address bus 


VIII 5 
a 


converter 


address 
decoder 


re 
meter 


amplifier / 
attenuator 


2 


analogue 


analogue 


Fig. 1. 


K2() 


digital 


al 
digital 


900124 -1-11 


Block diagram of the PC measurement card, showing the general structure of the 


design and the main buses used for data and control signals. 


The bus interface merits a few words 
only, since ii has been used in previously 
published circuits in this magazine. The ad- 
dress and data buffers ensure that the load- 
ing of the relevant PC bus lines is kept to a 
minimum. The butlers are followed by an 
address decoder formed by a programmable 
array logic IC (PAL). The PAL outputs are 
used to give the two PPIs and the ADC their 
proper addresses in the PC's 1/O map. Here, 
the function of the PPIs is to allow those ICs 
thatare cither relatively slow or nat really in- 
tended for use in a computer environment, 
to be connected to the PC expansion bus. By 
virtue of the PPIs, it is possible to apply soft- 
ware control to the multiplexers and the dis- 
crete frequency meter, and also to monitor, 
by means of polling, the status of several 
components in the system. 

The ADC chip used here is suitable for di- 
rect connection fo a computer bus. [ts soft- 
ware selection is accomplished by the OUTO 
output signal supplied by the address 
decoder. The FOC (end of conversion) and 
BUSY signals supplied by the ADC are read 
via a PPI. 

The power supply is symmetrical. The 
+12 V supply of the PC is stepped down to 
+8 V on the card, and is also used to derive 
special reference potentials of £5 V. The digi- 
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tal components on the card are powered di- 
rect from the PC’s 5-V supply. 


Entering into details 


Although a block diagram is quite useful to 
become acquainted with the overall struc- 
ture of a circuit, a fully detailed circuit diag- 
ram is required to understand how the 
various functions are realized in practice. 
Hence, the operation of the measurement 
card will be discussed with reference to the 
circuit diagram in Fig. 2 

Connectors K4 and K5 (to the left in the 
circuit diagram) connect the circuit to the 
XT-slot in the PC, Circuits [C1, [C2 and [C3 
provide the necessary buffering. The first, 
IC1, is a bidirectional type since its task is to 
buffer the databus, on which two-way com- 
munication is required. The other two buf- 
fers work in one direction only. 

The address decoding is accomplished by 
ICs, a PAL. This IC, which is supplied read y- 
programmed, has been used before in a PC 
extension card project, see Ref. 1. Apart from 
the three selection signals, the PAI. also sup- 
plics the reset signal for the ADC interrupt 
bistable, ICoA, and the enable signal for bus 
buffer IC1. The base address of the card can 
be set with the aid of jumper JP! (position A; 


MAIN SPECIFICATIONS 


DC voltmeter 

- ADC input range: 0-5V 

- ADC resolution: 4.22 mV (12-bits) 
ADC conversion time: 3us 


Level shifter: Oo-5V 
{input -2.5 V to +2.5 V) 


8 multiplexed inputs with 7 optional re- 
sistive dividers and 1 adjustable attenu- 
ator (0.1 — 300 V, autoranging) 


Frequency meter 
Range: 
Max. error: 
Accuracy: 
Autoranging 
8 multiplexed inputs (TTL) 
Arithmetic period measurement 
Internal or external reference 
frequency 


0,0025 Hz — 10 MHz 
0,0001% 
6 digits 


Event counter 

- Range: 

- Max. count frequency: 

- User-defined trigger edge 


32 bits 
10 MHz 


Pulsetime measurement 
Range: 
Resolution: 
High/low indication 
Arithmetic duty cycle measurement 


Q-400s 
0.1 us 


300H; position B: 31TH). Table bt shows the 
functions of the addresses assigned to the 
card, 

Che analogue circuitry ts found back at 
the top of the circuit diagram. To the right we 
see an analogue multiplexer, 1C12, which is 
used to control a stepped attenuator built 
from diserete components (R23. R32), The at- 
tenuator is tollowed by a chopper-stabilized 
amplifier (Ref, 2), 111, whose output signal 
is fed toa second analogue multiplexer. 

The component values in the attenuator 
and the chopper opamp circuit are chosen 
such that the measurement ranges 0.1 = 0.3 
1-3 - 10 — 30-100 - 300 V are created on 
channel 1). The other inputs of the multi- 
plexer accept the signals on connector Ka, 
Control signals ASHI, ASEL] and ASHL2 
determine which of the eight signals at the 
multiplexer nputs is fed to ADC IC4, via 
buffer [Cen and level shifter 1C#a. The ASHI 
signals are supplied by one of the PPIs, [Ca 
The arrangement allows a maximum of eight 
signals to be applied sequentially to the 
ADC. In the current circuit configuration, 
input ll (pin 1 of connector Ka) is used to 
calibrate the ADC, The calibration circuit can 
be disabled by fitting jumper [Pin, when 
input 1) may be used as an additional meas- 
urement input. 

[It should be noted that inputs [1 to [F are 
not titted with a protective network, so that 
any attenuator used on these inputs must in- 
clude a form of protection against overvolt 
age. The srmplest way to accomplish this is 
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probably to fit a pair of 
anti-parallel diodes. Note, 
however, that — these 
diodes are not required, 


even undestrable  (be- 
cause of their leakage cur- 
ren), when measuring 


sensor voltages that can 
not exceed the operating 
area of the multiplexer 
{£5 V). Depending on the 
desired measurement 
range, you must calculate 
the values of Ra to Ry 
yourself. It will be clear 
that high-value resistors 
are preferred to keep 
ground currents in check. 
Each resistor junction in 
the attenuator may be de- 
coupled with a capacitor 
(Cac € MH), 

Level shifter 
allows negative voltages 
to be measured, With the 
aid of the butfer/ampli- 
fier ahead of it, the level 
shifter enables voltages 
between  -2.5 Vo and 
+2.5 V to be measured at 
an accuracy Of 1.22 mV, 

The heart of the circuit 
isa Type AD7572A anal- 
ogue-to-digital converter 
from Analog Devices. 
This (C is supplied in four 
versions. The -A suffix 
version used here is the 
fastest with a conversion 
time of only 3 us. It re- 
quires a 4-MHyz quarts 
crystal, X1,and a wire link 
in place of resistor Ri. If 
you feel you can make do 
with a longer conversion 
lime, vou may want to use 
one of the slower, less ex- 
pensive, versions of the 
AD7572, These, however, 
require a lower quarty, 
erystal frequency, say, 
1.25 MHy for a version 
with a conversion time of 
lus. At the lower clock 
frequencies, it may be 
necessary to adapt the 
values of capacitors Cs 
and Co to ensure that the 
oscillator starts reliably. 
When the older version of 
the AD?572A, the 
ADY572, is used, resistor 
Ri must be fitted at its ap- 
propriate position on the 
PCB. 

The ADC used has an 
internal reference — that 
supplies a volkage of — 

3.25 ¥ at ally . This volt- 
age is used for the on-chip 
A-D conversion circuitry 
as well as for the pre- 
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viously mentioned level 
shifter. The voltage level 
at pin 22 of the ADC indi- 
cates whether or not the 
A-to-D > conversion pro- 
cess is complete. This 
allows the computer to 
monitor the conversion 
status with the aid of the 
PPL, although this type of 
check is really only useful 
when using cither a slow 
ADC or a very fast com- 
puter. In mast cases, a con- 
version time of 3-Us is too 
fast in any case tor the 
computer to execute the 
relevant start instructions, 
and evaluate the results. 
This is particularly so 
when the control program 
is written in a higher lan- 
guage, 

The above discussion 
may suggest that a fast 
ADC is extravagant and a 
supertiuous luxury. Bear 
in mind, however, that a 
fast ADC can take more 
samples of a measurand 
within a short period, 
allowing the software to 
calculate the correct value 
on the basis of the sam- 
pled values. This type of 
software-based — filtering 
effectively eliminates the 
adverse effects of spurious 
pulses and noise on the 
Measurement results, and 
brings true 12-bit resolu- 
tion within easy reach, 


A different 
principle 


A fairly unusual principle 
is adopted for the meas- 
urement of frequency. In 
most frequency meters, 
the frequency of the input 
signal is measured by 
counting the number of 
leading or trailing pulse 
edges that occur within a 
fixed period, called the 
sate time. In this system, 
the measurement error in- 
creases considerably as 
the number of counted 
pulses deereases within 


Fig. 2. Circuit diagram 
of the multifunction meas- 
urement card for PCs. The 
main functions of the card 
are a voltmeter and a fre- 
quency/pulse meter. Both 
are implemented with a 
very high accuracy of 12 
bits and 1 p.p.m. respec- 
tively. 
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:REQUENCY MEASUREMENT: A DIFFERENT APPROACH 


t g 
IF *|  ooot2a-1- 13 


erat, the simplest 
} frequency is 


of periods: 


signa ‘within a fixed gate 
Ts). Untortunately, this 
‘has one important disad- 
5: the so-called +1-error, 
torent the last pulse 


eal measurement 
Pie addition ‘to lengthening the 
ne, the-accuracy may also 

jed by first multiplying 

ncy to be measured 


ta My ‘reference fre- 


ency, and. subsequently 
qmeasuring.. the. product — fre- 
guency. The result ray then be 
ised to caloulate. the original 

frequency. Unfortunately, 


r by aconsiderable 


ynt is Not so simple, so that 
s — method is far 


} the frequency of a sig- 

ased On period time meas- 
ents, where a circuit counts 
es supplied by a stable refer- 


ence during one period of the 
measurand (see Fig. 2). In this 


_ way, the measutand switches the 


reference on and off. As in the 
‘simple’ measurement system, 
the accuracy achieved is. de- 
pendent on the frequency to be 
measured — since a fixed reter- 


-enee frequency is used, the .ef- 


fect of the +1-error rises with the 
frequency to be measured. This 
is caused by the ‘gate time’ be- 
coming shorter with higher input 
frequencies, so that fewer peri- 
ods of the reference source can 
be counted. Remember, the ef- 
fect of ‘a +1-pulse error is ten 
times greater with 100: counted 
pulses than with 1,000 counted 
pulses. 

The accuracy of this type of 
measurement may be increased 
by lowering the input frequency. 
This is: fairly simple to accom- 
plish by dividing the input signal 
by a known factor. As illustrated 
in Fig. 3, the real frequency may 
then be computed on the basis of 
the lowered frequency and the 
divisor. 

Briefly recapitulating, the method 
of. counting reference periods 
has two advantages over count- 
ing input signal periods: 


- the time. required for the meas- 


“urement equals the period time 


of the (scaled-down) input fre- 
quency, and thus remains with- 
in acceptable values; 

- the fact that signal division may 
be applied instead of signal 
multiplication: allows a simpler 
circuit to be used, 
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in practice 
Amo: 


of the PC measurement card was 


a .maximum permissible meas- . 


urement error of 1 p.p.m. {or 
1x10°°%) as a result of the +1- 
error. This value was not set just 
like that — it can be shown that 
it is the maximum permissible 
error if the measurement is to 


have 6-digit accuracy, Mathe- 


matically, this requirement can 
be expressed as: 


fm < #x10°° fo [1] 


where fm is the feicuoney to be 
measured, and f the frequency 
supplied by the .. reference 
source, Since the reference 
operates at 10 MHz in this case, 
equation [1] rules a maximum 
value of fm of 10 Hz. This means 
that the scaled-down. frequency, 
f'm, Must comply with equation 
[1]. In other words: f'm < 10 Hz. 
In terms of hardware, the input 
signal is scaled down by IC16, a 
74L$292. This IC allows a divisor 
2” to. be programmed, where n 
may take discrete values from 2 
to 31. From this, it can be shown 
that n must comply with 


n> (logio fm/ 10) / (legio 2} [2] 


the target requirements. 


to ensure the required measure- 
ment accuracy. 

From equation [2] it follows that 
fm must. be known before n can 


“pe computed, while at the same 


time. mn must be known for accur- 
ate measurement of fm. Although 
this looks ike a chicken-and-egg 
problem, acceptable results may 
be obtained forthe setting of nby 
performing a rough approxima- 
tion of fn. In practice, the prob- 
lem is solved as follows. First, fm 


--is estimated with the aid of a pre- 


liminary. measurement, carried 
out with a factor, ., of nought. 
This factor results in the shortest 
measurement time. If the result 
of the preliminary measurement 
is greater than'10 Hz, the fre- 
quency is entered as fm in equa- 
tion [2]: Next, the computer 
calculates :the optimum value of 
n, and. ‘sets the: programmable 
divider to the required divisor. 

Next, the real measurement fol- 
lows. The result of it (f’m), multi- 
plied by 2” provides the 
frequency of the input signal, at 
the required accuracy of 6 digits. 
When the preliminary measure- 
ment results in a value of fm smal- 
ler than 10 Hz, the ‘first go’ is 
already sufficiently accurate, and 
thus obviates a second measure- 
ment. a 
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Table 1. Functions of addresses assigned 
to the measurement card, 


the gate time. This principle is, therefore, not 
practical for the measurement of very low 
frequencies, since these would require gate 
times of minutes, or even hours, to ensure 
the necessary accuracy. Flence, the present 
PC measurement card is based on a totally 
different principle for measuring frequency. 
This principle, which is explained separately 
on the previous page, does not have the 
above disadvantage of low accuracy at low 
frequencies. 

As with the voltage meter circuit, a multi- 
plexer (IC22) is fitted between the inputs and 
the actual measurement circuit. One of these 
eight inputs is provided with a protection 
circuit, and taken to a pin on connector K2. 
The remaining seven are connected to Ko 
only. From the output of the multiplexer, the 
selected signal is fed to XOR gate IC15a. This 
gate may be used to invert the signal under 
the control of the 1/N line. The output of the 


Table 2. 


Control signal programming to 
select the various functions of the card. 
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XOR gate is connected to a 2" divider, ICie, a 
multiplexer, IC1s, and a NOR gate, ICsz. The 
multiplexer thus has three input signals: the 
input signal (in true or inverted form), the 
input signal divided by 2°, and the 10-MHz 
clock signal supplied by oscillator block 
OSC1. Control signals REFF and DIV on the 
A and B inputs determine which input sig- 
nals appear at the multiplexer outputs, 1Y 
and 2Y. The multiplex configuration is 
shown in Table 2. 

Circuits ICiva and ICiss form a two-bit 
shift register that is used to detect exactly one 
period during frequency measurements. 
Following a reset pulse, both Q outputs are 
low. They are also low after two leading 
edges of the clock signal. As long as only one 
output is low (during one period of the clock 
signal), the clock signal is passed to a 32-bit 
counter, IC21 (a Type LS7060), via XOR gates 
ICisp-ICisc and AND gate ICisb, Note that 
the counter is an LSI chip, not a device from 
the 74LS series. Simultaneously with the en- 
abling of the 32-bit counter, the gate LED, D4, 
lights to indicate that a measurement is 
being performed. 

The measurementis started ina relatively 
simple manner. First, the 32-bit counter is 
cleared with the aid of the RCNT signal. The 
START signal goes low, and resets the other 
registers. Next, START goes high, so that the 
shift register enables the counter during one 
period. 

After one period of the input signal, the 
signal EOC-F is actuated (START = high) via 
bistable [C20A. Next, the counter can be read 
via [C14 with the aid of signals SCAN and 
LOAD. 

A relatively simple arithmetic operation 
allows the period to be deduced from the re- 
sults of the frequency measurement. In addi- 
tion, the pulse on-time can be measured. 
Since it possible to invert the input signal, it 
is a relatively simple matter to measure both 
the ‘high’ time and the ‘low’ time of the input 
signal. The circuit based on bistable [C208 
and its associated gates perform this task ele- 
gantly. The PC uses the F/T signal to select 
between frequency measurement and pulse 
time measurement, while the logic level on 
the I/N_ line determines whether the 
measured time corresponds to the ‘low’ or 
the ‘high’ part of the input pulse. When 1/N 
is logic low, [C154 will not invert the input 
signal. Consequently, ICI9A is reset by the 
first leading edge after the START com- 
mand. From that moment on, counter [C21 
remains enabled until ICJ#A is reset by the 
next pulse transition, which is trailing. This 
resetting takes place via [C20B. 

During the measurement, a NOR gate, 
ICsb, propagates the measurand to the clock 
input of bistable [C2uB, which is thus clocked 
at each trailing edge of the input signal. By 
virtue of IC5p, this clock signal is only effec- 
tive with [CI9A set, when a logic one is ap- 
plied to the input of IC20B. Once IC208 is set, 
ICisA is reset, and the counter disabled. Be- 
cause the Q output is fed back to the data 
input of the bistable (via ICs8), the state of 
TCiva and [C21 is frozen until the next start 
pulse occurs. The appearance of the FOC-F 


signal at the Q output of IC20A indicates that 
the measurement is complete. Next, the pro- 
gram reads the counter state. The pulse ‘low’ 
or ‘high’ time is simple to compute since it is 
the counter value divided by the reference 
frequency. The resolution of this measure- 
ment is 100 ns. 

As indicated above, the ‘high’ time of the 
input signal is measured with I/N not active. 
When this signal is active, IC5A inverts the 
input signal, and the ‘low’ time is measured 
like the ‘high’ time, as explained in the pre- 
vious paragraphs. 

For the pulse-related measurements a 10- 
MH~r reference frequency is used. This fre- 
quency is supplied by a quartz crystal block, 
OSC). Jumper JPs allows an optional, exter- 
nal, oscillator to be connected. 

A feature of the card that has not been 
discussed so far is its ability to function as an 
event counter. In this mode, the input signal 
is connected to the clock input, pin 2, of the 
counter, via ICis. The counter will count pul- 
ses as long as EC (event count) is active, i.e., 
logic low. This is arranged by the software. 
In contrast to the situation with the other 
measurement modes, the event counter 
mode requires the START signal to remain 
inactive. To complete the story, we must 
mention that the signal I1/N determines 
which pulse edge of the input signal is used 
to advance the counter. 

In the centre of the circuit diagram we 
find six jumpers labelled JP2 to JP7. These 
jumpers allow the interrupt signal supplied 
by the card to be connected to one of the in- 
terrupt lines on the PC expansion bus. As 
usual with PC insertion cards, due care must 
be taken to use a free as well as appropriate 
interrupt line. In most IBM PCs, the interrupt 
line assignment is as follows: 


IRQ2: reserved 

IRQ3: COM2: (serial I/O) 
IRQ4: COM): (serial 1/O) 
IRQS: hard disk 

IRQ6: floppy disk 

IRQ7: LPT: (parallel 1/O) 


The measurement card may be set to use 
IRQ3 without problems if the PC is a type 
with only one serial port (COM1 on IRQ4). 
Where IRQ3 is in use by COM2;, it is nearly 
always possible to move the measurement 
card to IRQ2. 

The IRQ line assigned to the measure- 
ment card must be set in hardware as well as 
in software. The software setting is accom- 
plished by modifying one line in the configu- 
ration file, ADCF.CFG. Further details on the 
use of interrupt lines are provided in the 
READ.ME file on the diskette. 

Finally, jumper JPs allows us to either 
combine the interrupts from the frequency 
meter and the ADC (jumper position F), or 
use them separately (jumper position E). ill 


Next montit’s second and final instalment of this 
article will deal with the construction and practi- 
cal use of the measurement card, and with the 
control software developed for it. 


MEASUREMENT TECHNIQUES (3) 


by F.P. Zantis 


Following the discussion in our previous issue on the 
measurement of voltage, this month’s instalment deals with the 
measurement of current and power. 


TRICTLY speaking, each and every mov- 

ing-coil or moving-iron measuring in- 
strument is a ammeter. The deflection of the 
pointer is proportional to the level of the 
current flowing through the instrument. 
However, only a small number of them have 
been constructed specially for the measure- 
ment of current. In most electronic laborato- 
ria and workshops, multimeters are habitu- 
ally used for measuring current. 

The full-scale deflection of the instruments 
used in multimeters varies roughly from 
50 WA to 500 WA. Since the levels of the 
currents to be, or being, measured are nor- 
mally much higher than those values, the 
metering range must be extended, This is usu- 
ally done by shunting the meter with an ap- 
propriate resistance through which the larger 
part of the current flows. When a metering 
range is selected in a multimeter, a different 
shunt resistor is switched in parallel with 
the meter—see Fig, 15. 

Current measurements by digital meters are 
transformed to voltage measurements, for 
which shunt resistors are also required. The po- 
tential drop measured across the appropriate 
resistor is proportional to the current through 
it. Here again, the ammetering range is extended 
by the use of a number of resistors. 

The measurement of alternating currents 
is subject to errors, tolerances and problems 
that are similar to those experienced in mea- 
suring alternating voltages. For instance, the 
measurement is true for only one frequency. 
Also, the true rm.s. value is indicated only 
for a truly sinusoidal current. However, there 
are, fairly expensive, so-called true-rm.s. 
multimeters that indicate the r.m.s. value irre- 
spective of the waveform of the measurand. 


metering 
range 


Instrument 


Shunts 
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Fig. 15. The metering ranges of current meters are 
extended by placing resistors called shunts in par- 
allel with the meter. 


Errors in current measuring 


Errors incurrent measurements occur because 
of the frequently not very high accuracy of 
the instrument or through the effect the in- 
strument has on the measurand. As in volt- 
age measurements, the internal resistance 
of the instrument causes a measuring error. 
To measure acurrent, the circuit through which 
it flows has to be opened to enable the meter 
to be inserted in series. That does, of course, 
increase the total resistance in the circuit by 
an amount equal to the internal resistance of 
the measuring instrument. The higher the 
internal resistance, the greater the measur- 
ing error. For instance, if a circuit has a re- 
sistance of 3 Q and a potential of 12 V is ap- 
plied across it, a current of |= U/R = 12/3 
= 4A flows. If now a meter with an internal 
resistance of 0.5 is inserted into the cir- 
cuit, the current will be 12/(3+0.5) = 3.43 A. 
That is a measuring error of no less than 
17%! The higher the sensitivity of the mea- 
suring instrument, the smaller its internal resis- 
tance and, consequently, the error. 


Indirect current measurement 


The level of a current is determined more 
accurately when the voltage drop it causes 
across aresistance is measured. The errorthat 
occurred in the example in the previous para- 
graph then becomes negligibly small. The 
level of the current through the resistance is 
calculated with the aid of Ohm's law. This 
method of indirectly measuring the current 
is normally far preferable over the direct 
method. Furthermore, it has the advantage 
that the circuit under test need not be bro- 
ken into, which, especially in the case of a 
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Fig. 16. In difficult cases, the direct method of cur- 
rent measurement may be used to indirectly mea- 
sure vol-ages to reduce the measurement error. 


printed circuit, may be fairly difficult if not 
impossible. 

On the other hand, a direct measurement 
of current with a simple multimeter may 
solve a seemingly insoluble difficulty in 
measuring a voltage. Consider, for instance, 
the circuit in Fig. 16 where, to enable the 
operating point to be set, the drop across the 
collecter resistor must be measured. To do 
this with a 20 kQ/V multimeter, a fairly large 
measuring error would be caused by the in- 
ternal resistance of the instrument. Here. it 
is far better to measure the current through 
the resistor as shown, always provided that 
the internal resistance of the meter is suffi- 
ciently small. The voltage across the resis- 
tor is, by Ohm's law, the product of current 
and resistance. 

Note that in the previous paragraph it ts 
not possible to measure the base current, since 
that is too small to be measured with the 
usually available instruments. 

To estimate the measuring error as pre- 
cisely as possible, it is necessary to know 
the internal resistance of the ammeter at the 
sclected metering range. Unfortunately, man- 
ufacturers only specify this for the voltage 
ranges. It is, therefore useful to know how 
to determine it for the current ranges. This 
may be done by measuring the current from 
a constant-current source. Then, succes- 
sively connect a number of resistors of dif- 
ferent values in parallel with the meter in- 
puts as shown in Fig. 17. When the meter 
indicates half the level of current measured 
before any resistance was connected in par- 


Fig. 17. Multimeter with external shunt resistor. 
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allel, the internal resistance of the meter is 
equal to the value of the resistor then shunt- 
ing the meter inputs. 


Extending the metering range 


Some multimeters have, in addition to sev- 
eral fused current ranges of up to 2A, an un- 
protected range of up to 10 A, or even 20 A. 
In principle, however, most multimeters may 
be used for measuring high currents, but this 
entails extending their metering range(s). 

The current range(s) of a multimeter may 
be extended by the same method as used 
ubove to determine the internal resistance. 
If, for instance, a resistor whose value is 
equal to the internal resistance of the instru- 
ment is connected across the input termi- 
nals, half of the measurand flows through it. 
In other words, the indicated value must be 
multiplied by 2 to obtain the true value of 
the current. When two such resistors are 
connected across the input terminals, two 
thirds of the measurand flows through them 
and the meter reading must be multiplied by 
3. With the well-known formula P = I? R, 
the power dissipated in the shunt resistor(s) 
may be calculated. Unfortunately, resistors 
with the required power rating are normally 
available only in the 10% tolerance range, 
which does not bode well for accurate mea- 
surements. A further drawback is that the 
required resistance values are normally not 
available as standard resistors, so that se- 
ries-parallel combinations must be used. An 
aid to calculating the needed resistance val- 
ues will be given in the form of a small basic 
program later in the series 


Current measurement with an 
oscilloscope 


For measuring large currents, the indirect 
method is normally much easier to realize, 
When the circuit under test has no current- 
carrying resistor across which the voltage that 
determines the current can be measured, one 
must be added. For that purpose, any resis- 
tor may be used whose value is small com- 
pared with that of the overall circuit. It is in- 
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Fig. 18. An oscilloscope may be used for indirect 
measuring of current. 
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Fig. 19. Circuit of a typical series regulator in a power supply. The example in 
the text is the same when an integrated voltage regulator is used. 


serted into the loop whose current is to be 
measured and the voltage across it mea- 
sured. The current is then easily calculated 
with the aid of Ohm’s law. For certain val- 
ues of resistance, the calculation is very sim- 
ple. If, for instance, a 1-Q resistor is used, 
the value of the measured voltage in volts is 
equal to the current in amperes. Also, if a 
0.1-Q resistor is used, the indicated value in 
volts must be multiplied by 10 to give the cur- 
rent in amperes. With this method it is pos- 
sible to use almost any oscilloscope as an am- 
meter; even current peaks can be detected— 
see Fig. 18. 

Even in indirect measuring of current, 
the tolerance of the shunt increases the mea- 
suring error. 

If the current must be measured without 
opening the circuit under test, a current probe 
needs to be used. This is placed around the 
wire or cable through which the measurand 
flows. Its output is supplied to an ammeter 
or oscilloscope. Such probes are suitable only 
for measuring medium to high currents. Probes 
that operate on the transformer principle are 
suitable only for measuring alternating cur- 
renis, whereas those that use a Hall genera- 
tor may be used ford.c. anda.c. measurement. 


Some tips 


Except when current is measured with a 
probe, the circuit under test should be switched 


off when itis being prepared for the test. Only 
when the measuring instrument is secured 
to it should the power be switched on. Also, 
make sure that no large charging currents 
(caused by uncharged electrolytic capacitors, 
for instance) can overload the instrument or 
blow its fuses. 

When the approximate value of the mea- 
surand is not known beforehand, the high- 
est metering range of the instrument used 
should be selected. The most appropriate range 
may then be selected once the measurement 
is underway. 


Measurement of power 


Special power meters with separate current 
and voltage circuits are hardly ever neces- 
sary. In most cases, it is perfectly all right to 
measure Current and voltage separately in 
the circuit under test and then calculate the 
power dissipated. 

A typical example is the dissipation in a 
series regulator—see Fig. 19. In this circuit, 
a regulated voltage of 6 V is obtained from 
the unregulated potential across C,. The dis- 
sipation in T>, which is the product of volt- 
age U.. across T> and output current /,, is con- 
verted into heat. 

Of interest is the operating point at which 
the dissipation in the transistor is amaximum. 
That point depends to some extent on the volt- 
age across C). The relation between power 
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Fig. 20. Curve showing power dissipation vs output current in a typical series regulator. 
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dissipation, P,, and output current, /,, Is 
shown in Fig. 20. Maximum dissipation is 
reached when the output current is slightly 
larger than half the permissible value of 
330 mA. This leads to the conclusion that 
Ui, is load-dependent. When the current 
rises, &'.) drops which, since the output volt- 
age Is constant, Causes the potential across 
T> to drop also. This results in a reduction 
in the power dissipation in the transistor. 

The determination of the power in this 
example is straightforward since only a di- 
rect voltage anda direct current are involved. 
The process would have been just as pain- 
less if low-frequency sinusoidal quantities 
had been involved. It is, for instance, possi- 
ble to calculate the input power of the trans- 
former in Fig. 19 once the voltage and cur- 
rent are known. A word of caution here, 
though: since the alternating measurands 
are operaling with a reactance, that ts, the 
transformer winding, the calculation will 
result in the apparent power. This is not of 
such practical use as the active (or true) power. 
To determine that, the power factor cos@ 
must be known. The true power, P, is then 
calculated from 


P=WU x!xcosd. 


The power factor may be determined with 
the aid of a dual-trace oscilloscope as shown 
in Fig. 21. One trace shows the voltage and 
the other the current. Not the magnitude of 
the two measurands is important, but the 
phase difference between them: this is the dis- 
tance between the zero crossing of the volt- 
age and that of the current. Unfortunately, 
the current in Fig. 21 is measured inverted: 
this cannot be avoided, however, and must 
be allowed for in the calculation. A number 
of scopes have an invert mode facility, which 
enables inversion of the trace on the screen. 


Y1=current measuring 
Y2 = voltage measuring 
wets = COMMON earth 
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Fig. 21. Phase shift may be measured with the aid 
of a dual-trace oscilloscope. One signal will be in- 
verted since there is only one common earth. 


Fig. 22. Measurement of phase shift between voltage and current pertaining to a soldering iron operated 


from the mains via an isolating transformer. 


Such a screen is shown in Fig. 22: the 
two traces pertain to the voltage and current 
of a soldering iron operated from the mains 
via an isolating transformer. The value of 
the shunt is | 2; the error caused by it may 
be ignored. The phase shift between the two 


traces is 2 scale divisions. Since a period of 


360° extends over 20 divisions. the phase 
shift, @, amounts to 
d= (360 / 20) x 2 = 36°, 


and the power factor is 


P(W) 
1,2} 

i 0,9 
0,6} 
03 
0 


Fig. 23. A dual-trace oscilloscope may also be 
used to determine the power when voltage and 
current are not sinuoidai. 


cos@d = cos 36° = 0.809, 


Such measurements on the mains must 
be made with the aid of an isolating trans- 
former, since otherwise a short-circuit may 
be caused by the earth of the oscilloscope. 

The relation between the input power and 
output power of a transformer is the efficiency, 
e. To get a correct analysis of the behaviour 
of a mains-operated power supply, some ad- 
ditional calculations are necessary. These 
types of measurement become easier to han- 
dle when the subsequent computation is car- 
ried out by a computer and relevant soft- 
ware. A suitable table may be designed with 
the aid ofa table calculation program, Constants 
and formulas may be taken from memory, 
so that only the actual measurements need 
to be entered. The results, that is, input power, 
output power, power dissipation, efficiency, 
and so on, then become available in tabular 
form, from which relevant curves or bar di- 
agrams may be produced alsmost immedi- 
ately the measurements have been taken. A 
printer may be be found useful to put all the 
information to paper. 

Power measurements become a little more 
difficult when switching regulators or phase 
galing circuits are involved. The waveform 
is then not sinuoidal, so that most multime- 
lers do not give a correct result: a true RMS 
meter is then required, The two waveforms 
may also be displayed on the screen of a 
dual-trace oscilloscope for analysis. Fora 
worthwhile result, it is best to redraw the 
curves on suilable graph paper, as for instance 
in Fig. 23, to arrive at a power curve. The 
average value deduced from that curve is 
the required power. a 
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A SIMPLY ELEGANT L-C-R BRIDGE 


The balanced bridge described in this article measures capacitance 
from 1 pF to 10 uF, resistance from 1 © to 10 MQ, and inductance 
from 1 LH to 100 LH. Ideal for checking the values of non-marked or 
otherwise non-identifiable components, the instrument costs next to 
nothing, and can be built from parts from the junk-box. 


E. Chicken, MBE, MSc, BSc, CEng, FIEE (G3BIK) 


HE first design of the instrument pro- 

posed here was a basic capacitance- 
measuring bridge which consisted of 
nothing more than two capacitors, a 10-kQ 
carbon linear potentiometer, a crystal ear- 
piece, and a total of four solder joints, as 
shown in Fig. 1. 
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An alternating voltage at audio fre- 
quency was required to feed the bridge, and 
a quick glance around the author's radio 
shack showed a number of possible sources, 
cg. an oscilloscope which offered a 1-kHz 
square-wave signal at | Vpp on its front panel 
for self-calibration, an RF signal generator 
which offered a 1-kH»z sine-wave at a few 
volts rms, a home-made AF oscillator with a 
2-¥ output, and, if the worst came to the 
worst, the audio output from the transistor 
broadeast radio tuned to the pop-music 
channel! 

All were tried and found to provide a 
fully audible signal in the crystal earpiece, 
and rotation of the balance potentiometer 
spindle yielded a clearly discernible and 
sharp null, more than adequate to afford re- 
peatable accuracy of measurement. 

The capacitors were replaced with resis- 
tors, with equally promising results for the 
measurement of resistance. 

But what of inductance in the RF range? 
A few turns of enamelled copper wire were 
wound on to an available 7-mm former with 
an iron-dust slug core. A 100-pF capacitor 
was soldered across the coil. Its resonant fre- 
quency was adjusted to about 15 MHz with 
the aid of a gate dip oscillator. Next, the in- 
ductance of the coil was calculated to be ap- 
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proximately 1 WH. That would be the ‘un- 
known’ inductor of low value. 

Another coil was wound with about ten 
times as many turns to produce a higher 
value of inductance. The actual value was 
not important, as will be explained later. 

With the two inductors connected into 
the bridge in place of the two capacitors, 
again it was possible to obtain a sharp audio- 
null to indicate balance. 

Turning the core in the 1-H coil to pro- 
duce a different value of ‘unknown’ induct- 
ance required the potentiometer to be 
re-adjusted to restore balance. This demon- 
strated the viability of the simple bridge as a 
measuring device suitable for all three types 
of passive component, ie., for inductance 
(L), capacitance (C) and resistance (R). 


Balanced bridge for L-C-R 
measurement 


Consider first the simple resistive potential 
divider shown in Fig. 2a. The potential dif- 
ference, or voltage drop, across R, is 


Ky 
Ul R, + Ru 


where U, is the supply voltage. Now con- 
sider the other resistive potential divider in 
Fig. 2b, which incorporates unspecified but 
different values of resistor from those in 
Hig. 2a. The potential difference, or voltage 
drop, across R, is 


RK. 
Eh, 
Re+ Ru 


Connecting the two potential divider net- 
works in parallel to form a basic resistive 
bridge, and feeding them both from the com- 
mon voltage supply, as shown in Fig. 2c, 
does not alter the two equations given for the 
potential differences across R, and R.. 

It, however, the voltage drop across R, is 
different from that across K,, then a voltage 
detector connected between junction R,-Rp 
and junction R.-Ry will indicate the dif- 
ference between the two voltage-drop 


Ra#Ac#RAD 2b 
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values. But, if the voltage drop across R, is 
equal to that across R., the potential dif 
ference will be nought, and the voltage indi- 
cator will read zero or a voltage ‘null’, The 
electrical bridge formed by the two potential 
divider networks Rj-Kp and R.-Ry is then 
said to be balanced, and that will also be so 
irrespective of whether d.c. or a.c. is used for 
the voltage supply. The mathematical equa- 
ion for such a null condition is given by 


a. R. 
“*RytRe Ret Ra 


which simplifies to 


Ry K, 
Rh Ry 


lf the value of Ry is known and fixed, and if 
the ratio R./ Ry is known, it is possible under 
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this null condition (Le., when the bridge is at 
balance) to determine the actual value of an 
unknown resistor R, from 


R 
R,= Ru R. = (known R}) x (ratio R.-/ Ry) 
dd 


For example, if KR, is made equal to Ry, their 
ratio is 1.0, and the null condition becomes 
Ry=Rp, itrespective of the actual values of Re 
and Ry, Only their ratio is of importance. 
Further, if the ratio R-/Ry is made ad- 
justable and calibrated, and if the value of 
the known resistor Ry, is made to be switch- 
selectable, the unknown resistor, Rj, can be 
quantified over a wide range of values. 


Scale design: the basics 


For convenience, R, and Rg can be replaced 
by a linear-law rotary potentiometer of any 
convenient resistive value, to be provided 
with a circular scale and a pointer knob. The 
scale is then calibrated to read the ratio of re- 
sistive values measured between the centre 
lag and the two outer tags of the poten- 
tiometer, for different angles of spindle-rota- 
tion. 

At mid-travel, for example, the resistance 
measurements between the centre tag and 
the two outer tags would be equal in an idea! 
linear-law potentiometer. At three-quarters 
traverse, the resistance of one section would 
be some three times that of the other section, 
giving a ratio of 3:1 and vice-versa. 

In other words, as the spindle is rotated 
away from mid-position in one direction, the 
ratio will increase from 1.0 upwards towards 
infinity, and in the other direction it will de- 
crease from 1.0 towards zero. 

Although the rotational movement of a 
standard linear-law carbon potentiometer is 
restricted to about 300 degrees of travel, for- 
tuitously and very conveniently the ratios 
x10 and x0.1 fall at approximately 90 de- 
grees on either side of mid-travel. So, if mid- 
travel is positioned at the top of the scale, 1.e., 
at 360 degrees, then the dial can be marked 
x0.1, x1.0, and x10 at 270, 360 and 90 degrees 
respectively, and x0.01 and x100 at 240 and 
120 degrees respectively; to a first approxi- 
mation. 

The value of a resistor is thus readily 
determined by rotating the potentiometer 
until a null is detected. The ratio indicated on 
the scale is subsequently multiplied by the 
value of the known resistor, Rp. Mathemati- 
cally, 


R, = Rex] ratio R,/Rg at null | 


By assigning a selection of different values 
for the knowt resistor Rp, the range of meas- 
urement for the makioren resistor, R,, can be 
conveniently modified. To simplify meas- 
urement even further, it is preferable to use 
whole number values for the knows resistors, 
e.g., 100 Q, 10 kQ, 100 k, etc. These known 
resistors, Which for convenience can be 
range-selectable, are then renamed range re- 


sistors, and the switch escutcheon is marked 
with their values. An example: if a null oc- 
curs at, say, <0.05 on the 1,000 Q range, the 
unknown resistor has a value of (1,000 x 
0.05) = 50 @. 


Inductance measurement 


The above principle of measurement can 
also be applied to inductance, with resistors 
R,and Ry replaced by inductors L, and Ly. To 
be effective, the bridge nist be fed with an 
a.c. voltage at a frequency, f, high enough to 
produce inductive reactances X, and X, re- 
spectively, sufficient to provide potential 
differences suitable for null detection. 

The simplified potential difference equa- 
tions at null condition are: 


R, 
b 
Ra 


X,=X 


where X for inductive reactance is 
X=2nfl 
So, this equation simplifies lo: 


J 
ie = ! be R 
Ru 
which conveniently uses the same ratio 
multiplier K./ Ry as for resistance measure- 
ment, hence the same ratio scale can serve for 
both resistance and inductance. 


Capacitance measurement 


For the measurement of capacitance with in- 
ductors L, and Li, replaced by capacitors C, 
and Cy, again the voltage supply must be a.c. 
to provide, in this case, capacitive reactances 
X, and Xp. 

The simplified equation for potential dif- 
ference in the null condition is 


ha 
Xi Ra 


where X for capacitive reactance is 


on 
we Ae 
R 

X,=Xp 
* Ra 


which simplifies to 


C26 es 
a=th R, 


Note that in this expression the ratio multi- 
plier, Ra/ Ry, is inverted with respect to the 
one used for the resistance and inductance 
measurements. In practice, this means that a 
mirror-image of the ratio scale is required for 
the measurement of capacitance. So, the 
scale 


0.01 0.1 1.0 10.0 100.0 


3b 
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becomes 
100.0 10.0 1.0 0.1 0.01, ete. 


Again, a selection of range capacitor values 
for Cy will provide the desired range of 
measurement, and for user convenience, 
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Fig. 4. 


Circuit diagram of the L-C-A meter. 


they should be round numbers, e.g., 100 pF, 
0.1 uF, ete. 


Circuit design concept 


The circuit diagram of the L-C-R bridge is 
given in Fig. 4. A rectangular wave of about 
9 Vp is provided by a 555, IC1, configured as 
an astable multivibrator, with a repetition 
frequency of about 2 kHz. 

The 2-kHz output from the astable is buf- 
fered by an emitter follower transistor, T1, to 
minimize loading of the 535 output circuit by 
the bridge when this is switched to the lower 
resistance /reactance ranges. 

A crystal earpiece is used for the null de- 
tector. Its high impedance offers a better 
audible signal than would an electromag- 
netic version to help with the determination 
of the null, particularly when measuring in- 
ductance. 

Accuracy of measurement depends 
mainly on the accuracy of the component 
values switched into the circuit by the L-C-R 
range switch, $1, and on the quality of the li- 
near-law potentiometer, Pt, used for the bal- 
ance control. 

The prototype of the L-C-R bridge was 
built with a standard off-the-shelf linear 
carbon potentiometer for the balance control 
(a 1,000-Q version should serve equally 
well), low-tolerance, high-stability resistors 
and capacitors, and a commercially available 
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moulded RF inductor of 10% tolerance. 

It was considered that a single 10-H 
range inductance would provide a wide 
enough range of inductance measurement 
for normal RF purposes, but provision has 
been made for extending the measuring 
range for each type of component. This can 
be provided permanently by wiring an addi- 
tional Lp, Cy, or Ry on to the range switch, or 
temporarily by connecting an appropriate 
component across the MATCH terminals with 
the RANGE switch in the ‘match’ position. 

The MATCH terminals serve also to allow 
value matching of a pair of external compo- 
nents. When the two are exactly equal in 
value, the null falls exactly at the ‘1.0’ posi- 
tion on the ratio scale, and when not 
matched, the scale indicates the relative 
value of the component connected to the 
MEASURE terminals compared to that at the 
MATCH terminals. 

Although no d.c. polarizing voltage has 
been included for electrolytic or tantalum ca- 
pacitors, the bridge can be used for the meas- 
urement of such capacitors, without 
problems. 

Current drain from the 9-V PP3 battery is 
only about 7 mA. 


Construction 


Because electrical shielding is not required, 
the components are housed in a low-cost 
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COMPONENTS LIST 


Resistors: 
2. 1002 1% metal film. _1 for range switch, 
1 for calibration 
2 1k21% metal film 1 for range switch, 
1 for calibration 
2 10kQ 1%, metal film 1 for range switch, 
1 for calibration 
2 100kQ 1%, metal film . 1 for range switch, 
1 fot calibration 
2. 22kQ RtiR2 
1 2kQ7 “RS 
1 1kQ R4 
1. 100Q R5 
1. 109 linear potentiometer PY 
Capacitors: 
2 100pF 1% silvered 1 for range switch, 
mica 1 for calibration 
2 inF 1% silvered 1 for range switch, 
mica 1 for calibration 
2  10nF 1% polystyrene — 1 for range switch, 
1 for calibration 
2 100nF 5% polyester 1 for range switch, 
1 for calibration 
2 10nF ceramic C1;02 
1: 100nF ceramic C3 


Inductors: 


1 10j:H encapsulated polypropylene 
1 10H air-cored, self-wound (see text} 


Semiconductors: 
1 °555 1o1 
1 BC107 TI 
Miscellaneous: 
1 - enclosure, ABS plastic, AN 
420x65x40 mm, with tid Ba ct ae 
1 1-pole, 12-way rotary midget wafer 
switch, plastic spindie/bush 
1. miniature on/off switch a , 
1 3.5-mm panel mounting jack'sooket)° 
1. crystal ear-piece : 
1. DIL socket 8-way 
1. 35-mm square section of 0.1-inch. 


hole-spacing copper-strip board 

2. 4-mm terminal post, red. Spee nae 
2. 4-mm terminal post, black 

1 PPS battery with twin press stud 


and holder 
(asinine nents sth ntiseebitehdihdaina enact Sinl 


plastic container with removable flat cover. 
Externally accessible components, i.e., bal- 
ance potentiometer, range switch, MATCH 
and MEASURE terminals, ear-piece socket and 
battery switch, are mounted on to the remov- 
able panel. 

One lead of each of the ‘range’ compo- 
nents is soldered directly to the appropriate 
lag-terminal of the RANGE switch, and the 
other lead of each component is soldered to 
a self-supporting ring of tinned copper wire. 

The RANGF switch is a single-pole 12-po- 
sition rotary midget wafer type, with a plas- 
tic spindle and fixing bush, to minimize 
stray capacitance which might adversely af- 
fect the measurement at the lower picofarad 
range. A flat on the spindle allows a push-on 
knob to be used, of the type which has a mo- 
veable cover-cap to allow alignment of the 
pointer. 


r 
i) " 
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The drawing in Fig. 6 shows a suitable es- 
cutcheon for the L-C-R SELECT / RANGE switch. 

The linear-law carbon potentiometer 
used for the balance control also has a plastic 
spindle and fixing bush, but preferably with- 
out a flat on the spindle, to allow a grub- 
screw type of pointer knob to be aligned to 
the ‘1.0’ mark on the ratio-scale. 

The 555 integrated circuit, transistor T1, 
and the eight associated passive components 
are assembled on to a 35-mm square piece of 
0.1-inch hole-spacing copper strip board. It is 
reasonable to use an 8-way DIL socket for the 
555. The actual lay-out of the few compo- 
nents on the board is uncritical, hence does 
not warrant a guidance sketch. The finished 
2-kHz oscillator board is small enough to be 
self-suspended by its connecting wires, but 
its PP3 battery may need an elementary fix- 
ing bracket or zip-strap. 

Four 4-mm_ terminal posts for the 
MEASURE and MATCH pairs of terminals allow 
the components to be either loosely plugged 
in, or more securely screw-fastened to suit 
the circumstance. 

The size of the enclosure is not critical, in- 
deed the prototype used a plastic box of 
about the same general shape and size as a 
standard wall-socket box of 75x75x45 mm, 
but a box with a panel of, say, 65x120 mm 
would accommodate a circular scale of read- 
able dimension plus the range switch escut- 
cheon, with room to spare for the terminals, 
battery switch, and ear-piece socket. 


Calibration 


The ratio scale needs to be calibrated for op- 
ttmum results, because the linear-resistance 
characteristic of the chosen balance poten- 
tiometer may not necessarily be the same as 
that used in the author's prototype. The 
sample scale shown in Fig. 5 may be used for 
guidance. 

Although the standard potentiometer has 
a rotational travel of about 300 degrees, it is 
recommended that the usable ratio scale be 
confined to +90 degrees about centre (ratios: 
xQ.1, 1.0, x10), or at most +120 degrees (ra- 
tios x0.01, x1.0, x100). 

The easiest way to calibrate the scale is to 
remove the pointer knob and temporarily 
affix a circular paper-scale centrally over the 
fixing bush, with the ‘1,0’ mark uppermost at 
360 degrees. 

The circular scale should have two circu- 
lar bands, one marked ‘R/'L’ for resistance 
and inductance, and the other marked ‘C’ for 
capacitance, 

Plug in the ear-piece, select the 100 2 
range, and switch on the oscillator. The parts 
list recommends the availability of four du- 
plicate low-tolerance high-stability resistors. 
These will be used as the external standards 
for calibration / test of the scale. 

Connect the 100 Q resistor to the MEASURE 
terminals, and carefully rotate the balance 
pot spindle until a null is obtained in the ear- 
piece. Loosen the grub-screw in the pointer- 
knob, and carefully position the knob on to 
the spindle with its pointer exactly at ‘1.0! 
(360 degrees) position of the scale, taking 


Fig. 5. Scale design for the balance control. 
care not to move the spindle. ‘Tighten the 
grub-screw, and rotate the knob to either 
side of ‘1.0’ to check that the null is still coin- 
cident with the ‘1,0° mark. 

Select the 1,000 Q range and, with the 
100 Q resister still connected, adjust the 
pointer for null in the ear-piece. This should 
occur at about 270 degrees. Mark the R/L 
scale ‘x0.1’ at that position (7.e.,, 1,000 Q x 0.1 
= 100 22). 

Switch to the 10 kQ range, when the null 
should appear at about 240 degrees, and 
mark the R/L scale ‘*x0.01’ at that position 


Fig. 6. Range switch escutcheon. 
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(ie., 10 kQ « 0.01 = 100 9), 

Replace the 100 Q resistor by the 1,000 Q 
resistor and, with the RANGE switch set to 
1,000 @, check that the null is at ‘1.0° (360 de- 
grees). 

Switch to the 100 Q range, still with the 
1,000 Q resistor, when the null should occur 
at about 90 degrees. Mark the R/L scale ‘x10’ 
at that position (ie., 100 2 x 10 = 1,000 9), 

Replace the 1,000 Q resistor by the 100 kg 
resistor, set the range switch to 1,000 Q, and 
the null should occur at about 120 degrees, 
and mark the R/L scale ‘«100' at that posi- 
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Fig. 7. 


tion (.e., 1000 Q x 100 = 100 kQ). 

Tt will now be obvious that the ratios x0, 1 
tox1.0 and «1.0 to x10 each span about 90 de- 
grees of travel, whereas the ratios x0.01 to 
xO.1, and x10 to x100, each span only about 
30 degrees of travel. This means that calibra- 
tion points beyond less than 0.1, and 
greater than xl0, become increasingly 
cramped — but still very repeatable and ac- 
ceptably accurate provided that care is taken 
with the calibration of the intermediate 
points in each sector. 

Nulls are still very detectable even fur- 
ther towards the end-stops of travel, but the 
cramping is even more pronounced. That is 
where the advantage of a large diameter 
scale becomes apparent. The majority of 1/1 
iva measurements will however fall within 
the +90 degree bands, where the scale is un- 
cramped and clearly readable, 

To calibrate the intermediate  scale- 
points, it is advisable to restrict them to the 
120 degree sectors on either side of ‘1.0’, and 
to use whole numbers for the external cali- 
bration resistors rather than the decimal 
values of the ‘preferred’ series. The easiest 
way to do this is to use a 1,000 Q standard li- 
near-law potentiometer with a wire con- 
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Suggested front panel layout of the L-C-RA bridge. 


nected to its centre tag, and another to one of 
its outer tags, and to set it to a selection of 
values by means of an ohm-meter, i.e., 200, 
300, 400... 900 Q, etc. These values are then 
used to establish the intermediate scale 
points, Le., x0.02, x0.03, x0.04 ... x0.09 using 
the 10 kQ range; x0.2, «0.3, x0.4 ... x0.9 on 
the 1,000 Q range; and x2, x3, x4... x9 using 
the 100 Q2 range. 

Similarly with values between 20 kQ and 
90 kQ on a 100 kQ potentiometer, to give 
scale points of x20, x30, x40... x90 using the 
1,000 & range. 

The resistance calibration scale applies 
equally to the measurement of inductance, 
but a mirror-image scale is required for capa- 
citance measurement. The same calibration 
positions pertain, but the C scale must be 
marked with the inverse values from the 
R/L scale points, rounded up for practical 
purposes, i.e., as shown in the table. Calibra- 
tion is now complete, and the bridge is ready 
for use. 


Does it work? 


Yes. Results when measuring resistance can 
be accepted with confidence, as can meas- 
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R/L.marking C marking 
0.1 10 
0.2 5.0 
0:3 3.3 
0.4 #5 
0.5 2.0 
0.6 1.7 
0.7 1.4 
0.8 1.3 
0.9 W 
1.0 1.0 
0.01 100 
0.02 3 BO 
20 0.05 
80 0.013 


urements of capacitance, provided that the 
capacitors being measured are of good elee- 
trical quality. However, regarding the meas- 
urement of inductance, it must be borne in 
mind that the balance equations have been 
simplified by assuming zero resistance in the 
small values of inductance to be measured, 

In practice, this will not be the case, de- 
pending on the construction of the particular 
RF coil. For example, the moulded 10 tH in- 
ductor used in the prototype has a series re- 
sistance of about 0.3 Q owing to the very thin 
wire used for the coil, and whilst this does 
not unduly detract from the calibration accu- 
racy when measuring inductors wound with 
similarly thin wire gauges, it does create in- 
accuracies when trying to measure the 
values of coils with heavier gauge wires, e.g., 
14 to 24 SWG (14 to 25 AWG). 

The solution to the measurement of in- 
ductance of heavier gauge coils is neverthe- 
less quite simple, by using the MATCH 
terminals with an alternative ‘standard’ 
10 WH inductor connected across them, but 
wound from thickish wire. A suitable alter- 
native 10 WH air-cored coil can be con- 
structed easily by close-winding 24 turns of 
20 SWG (1.0 mm dia., or 21 AWG) ena- 
melled copper wire with a winding-span of 
about 24 mm on to a PVC former of 23 mm 
outside diameter; or 32-turns of 20 SWG 
wire by 32 mm span on toa 20 mm outside 
o.d. PVC former; or 69 turns by 69 mm span 
of 20 SWG wire on to a 12.5 mm former. In 
sach case, allow 10 mm end-tails. 

Measurement of thicker-wire unknown 
inductance now follows normal procedure, 
but with the switch set at its ‘match’ position 
instead of the ‘L’ position, and with the 
10 MH thick-wire standard inductor con- 
nected to the MATCH terminals. 

To get the feel of the bridge, try measur- 
ing a selection of L, Cand & components, and 
the effect of tolerance on nominal values. 
Then try matching component values by 
connecting pairs of nominally equal values 
to the MATCH and MEASURE terminals until 
null is obtained at ‘1.0 on the seale. Try also 
extending /moditying the range of measure- 
ment by connecting a known value compo- 
nent to the external MATCH terminals. And 
for interest only, try measuring the relative 
effect of an iron-dust slug versus a brass slug 
ina low-value RF inductance. a 


PC-CONTROLLED VIDEOTEXT 
DECODER PC-VT7/000 


This second and concluding part of the article deals with the 
operation of the I°C PC insertion card that forms the link between 
the computer and the main decoder. As usual, we close off the 
article with full constructional details of the project. 


HE term IC refers to a control and data 

bus system developed by Philips Com- 
ponents for use on ICs in consumer electro- 
nics equipment (Ref. 2), The FC system is 
used here to control the SDA5243 ECCT on 
the main decoder board (see Part 1 of this ar- 
ticle). A special PC insertion card has been 
developed to ensure the fastest possible two- 
way communication between the ECCT and 
the PC, with the aid of the FC bus. 

The block diagram of the 'C bus control- 
ler card is shown in Fig. 6. At the side of the 
PC extension slot, an address comparator 
compares the 1/O addresses supplied by the 
PC with a user-defined address. If the ad- 
dresses match, the comparator supplies an 
appropriate enable signal to a ‘control logic’ 
block, which, in turn, switches on two data- 
bus buffers and an 8-bit D-latch. When the 
card is written to with an appropriate [/O 
address, data on the PC databus is copied to 
an 8-bit D-latch. The open-collector drivers 
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Fig. 6. Block diagram of the I?C card. This forms an interface between the PC and the main 
decoder, which is a separate unit in this project. 
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Fig. 7. 


at the outputs of the D-latch provide the 
transmit function of the insertion card for 
two I'C lines, SCL (serial clock) and SDA 
(serial data). Since these lines are bidirec- 
tional, provision is also made to convey in- 
formation from the videotext decoder to the 
IC eard, A 3-state busdriver is enabled when 
the PC reads from the card address. The SCL 
and SDA information captured by the 3-state 
busdriver is fed to the PC via the databus 
buffer. 


Circuit description of the 
I?C card 


Figure 7 shows the detailed circuit diagram 
of the PC-compatible 'C interface card. The 
bidirectional databus buffer is formed by 
ICt, a 7415245. The data direction is 
switched under the control of PC bus line 
[ORD (pin B14), which is also connected to 
IC2a. The second PC control line, IOWR 
(pin 13) is connected to another gate, [C2B. 
The two OR gates IC24 and !C28 form the 
‘control logic’ block shown in Fig. 6. Their 
function is enabled by the address compara- 
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C6...C11 = cer. 


tor when the card is addressed by the PC. 

The address of the card in the PC’s 1/O 
map is defined by wire jumpers BRa to BR». 
A ‘is set for a particular address bit by fit- 
ting the associated wire. The address com- 
parator, [C5-ICos, is not enabled until PC bus 
line AEN is logic high, while at the same time 
either LORD or IOWR is logic low. If this con- 
dition is satisfied, and if the card is ad- 
dressed by the PC, the output of ICs, pin 19, 
changes from high to low, thus enabling the 
rest of the circuit via [C24-IC28. 

The logic level on the [ORD and IOWR 
lines determines whether the PC writes to 8- 
bit D-latch IC3 (a 74L5374), or reads from 3- 
state bus driver IC1 (a 74L5244). 

Outputs 10 and 20 of latch IC3 are con- 
nected to the inputs of XOR gates [Coc and 
ICon. These 1.S-TTL gates have open-collec- 
tor outputs, and function as drivers for the 
IC lines, SCL and SDA. They have no logic 
function, and are equivalent to the two tran- 
sistors shown in Fig. 6. SCL and SDA infor- 
mation received from the videotext decoder 
reaches the 'C card via inputs Al and Ad of 
3-state bus driver IC4, 

The signals on outputs 5Q to 8Q of IC3 are 


Te 


wt 
- +5V +6 
LS 83 4% 
qo 
ai 4BV 
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Circuit diagram of the I°C card. Basically an I/O mapped PC interface, the circuit provides the bidirectional SCL and SDA lines. 


fed back to the inputs of the IC via buffer ICs. 
This allows the card to be detected by the 
control software, and an error message to be 
generated when it is not fitted or not found 
at the requested address. 

Outputs 3Q and 4Q of ICs, and inputs A2 
and A3 of IC4, are taken to a 25-way D-con- 
nector, BL, for future extensions. The 25- 
way connector also serves to connect the 
approximately 2-m-long cable to the video- 
text decoder. Apart from data and com- 
mands, this cable also carries the +12 V, 
12 V,~5 V and +5 V supply voltages, and a 
common ground line, from the PC to the 
decoder beard. 


Construction 


Briefly recapitulating, the ?C-VT7000 con- 
sists of two units: the main decoder, which is 
housed ina black, 7000-series ABS enclosure, 
and the 1 ‘C card, which is inserted into a free 
extension slot in your PC. These two units 
are linked by a cable. 


Decoder board 
The construction is best started by fitting all 


tas 
RADIO AND TELEVISION 


35 wire links on the main decoder board 
(Fig. 8). Next, fit the low-profile components, 
followed by the higher parts. Note that the 
two slide switches at the rear edge of the 
PCB, between the two SCART sockets, must 
be fitted horizontally. Insert and solder six 
solder pins into the respective holes on the 
PCB, and use these to secure the terminals of 
the slide switches. The front sides of the swit- 
ches must align with the PCB edge, te., the 
plastic part to operate the switch must pro- 
trude from the rear panel of the enclosure. 

The two SCART sockets are mounted by 
gently pushing their plastic side locks into 
the holes provided in the PCB, Next, the 
21 pins of each socket are soldered at the 
track side. For additional support, the 
SCART sockets are screwed to the rear panel 
of the enclosure. 

The PC insertion card is connected to the 
decoder by a 2-m-long 25-way flatcable. At 
the side of the decoder, this cable is con- 
nected to a 26-way header, STL! (of which 
one pin is not used). The short pins of this 
header are inserted into the PCB holes and 
subsequently soldered. The cable between 
the decoder and the PC card has a 26-way 
IDC socket at one end, and a 25-way male 
sub-D plug at the other end. The 26-way IDC 
connector is plugged on to header STLI on 
the decoder board. 

Pin header STL2 is inserted and soldered 
like STL1. STL2 provides a number of im- 
portant signals in the system, and is in- 
tended for measurements and extensions, 
Similarly, the eight solder pins near SCART 
socket BU2 are intended for (optional) use of 
the stereo sound inputs and outputs. 

As will be recalled from the circuit de- 
scriptions, the PC-VT7000 is powered from 
the computer. All the necessary supply volt- 
ages are carried via the 'C card and the cable 
between this and the decoder, 


(C bus controller card 

The lay-out of this double-sided, through- 
plated board is shown in Fig. 9. The board 
has pre-tinned contacts for insertion into a 
PC extension slot. 

First, fit the ten wire links, AO through 
AY. Leave a little room between these wires 
and the PCB surface, so that they can be cut 
later to set the card address. Next, fit the re- 
sistors, the capacitors (four electrolytic, and 
six ceramic types), and then the six ICs. 

Align the angled terminals of the 25-way 
female sub-D connector with the relevant 
holes in the PCB, and solder them carefully 
at the track side, taking care to avoid short- 
ing adjacent pins by applying too much 
solder tin. Next, fit the support bracket sup- 
plied with the kit. Place it over the D-connec- 
tor, and secure if with two M3 screws and 
nuts. In the PC, remove the rear panel 
bracket at the location of the slot that you in- 
tend to use for the FC card. 

Before fitting the card into the PC, set its 
address by opening wire jumpers BRO-BR9 
as required, Details on the hardware address 
selection are provided by the READ.ME file 
on the diskette supplied with the kit. Ready- 
assembled and aligned °C boards supplied 


| ETN a05e0) _| 


Fig. 8a. 


Track layout of the single-sided decoder board. 


ELEKTOR ELECTRONICS JANUARY 1991 


PC-CONTROLLED VIDEOTEXT DECODER PC-VT7000 


COMPONENTS LIST 


£F, —— ; 
te 6. 760 : Ae Ri-R6: 
2° 4000. R41;R42. 
6 2200 R7-R10;R34;R37 | 
1° 2709. Ba 
2 3300: ° R25;R32 
1 470Q R30 
3 8200 » ‘RIR14;R16 
3 1k R24:R28;R29 
1 1kO2 R21 
4 1kO5 R11:R1S:R1S:R35 
2 2kQ2 R17;R31 
1. 3kQ3 R23 
1. 4kQ7 Reo 
2° 10kQ R38;R40 
1 12kQ R19 
1 68kQ R22 
2 100kQ R33;R39 
1 1002 preset V R36 
aes 1 1009 preset V R27 
S$ Capacitors: 
i r : 2 15pF C19:C25 
0 1 18pF C13 
“ole 1 47pF C15 
4 1 100pF C24 
‘o 1 220pF c8 
1 270pF C23 
a) 1 470pF C21 
: ' 1 1nF C20 
° 1 10nF C18 
th 1 22nF C22 
rs) 2 47nF C10;C12 
. 1 68nF C7 
‘y F 6 100nF ceramic C1-C4;016;C27 
1 220nF cg 
1 1pF 16V C11 
1 2uF2 16V C6 
5 10uF 25V C17:026;C30-C32 
1 22uF 16V C5 
3  100,F 16V C28;:C29;C37 
1 40pF trimmer C14 
Semiconductors: 
1 SDA5231 C1 
1 SDA5243 Ic2 
1 6264 RAM Ic3 
1 CD4052 Ics 
1 CD4053 IC4 
6 BC548 Ti-T6 
4 1N4148 D1-D4 
Miscellaneous: 
1 6 MHz quartz crystal Qi 
1 13.875 MHz quartz crystal Q2 
1 102H inductor ui 
2. SPDT slide switch $1;82 
2 PCB-mount SCART socket BU1:BU2 
2. 26-way pin headers 
14 ‘solder pin, 1.3 mm dia. 
1 printed-circuit board 
1 enclosure type 7000 
70.cm silver-plated wire 
1 Flatcable, length 2 m, 25-way, ready-as- 
sembled with D-connector and 1DC connec- 
tor 


Fig. 8b. Component mounting plan of the decoder board. 
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Fig. 9. 


Double-sided printed circuit board for the I°C interface card. 


COMPONENTS LIST 


2G PC INSERTION CARD 
Resistors: 
2 1kQ R11;R12 
10 10k Ri-R10 
Capacitors: 
6 100nF ceramic C6-C11 
4 10uF 16V C2-C5 

| Semiconductors: 
1 74LS32 IC2 
1 74.8136 IC6 
1 74LS244 IC4 
1 74LS245 IC1 
1 74LS374 IC3 
1 74LS688 IC5 
Miscellaneous: 
1 25-way PCB-mount D-connector BU1 
1 PC card support bracket 
2 M3x6 mm screw 

: 2 M83 nut 

| 42cm silver-pated wire 
1 printed-circuit board 


by FIV are set to operate at address 300H. 


Alignment 


The decoder needs to be adjusted before it is 
fitted into the enclosure. Although a relative- 
lv complex circuit, the decoder is remarkably 
simple to align. 

Start by connecting a TV set to SCART 
socket BU1. During the alignment, the TV set 
has the double function of a CVBS signal 
source, and a display for the Teletext pages. 

Run the program on the PC, and call upa 
Teletext page, say, number 100. If the 
decoder is correctly aligned, the page will 
appear on the TY. Without adjustment, how- 
ever, the TV picture is probably unsteady — 
the picture may move horizontally, or may 
be corrupted by diagonally moving lines. 
Carefully adjust trimmer Cra until the pic- 
ture synchronizes correctly. 

Inductor Lt in the data-clock filter comes 
pre-aligned with the kit, and must not be ad- 
justed. 

Proceed with the adjustment by setting 
the clamping level for the Teletext subtitling 
with the aid of preset Ras. The following ad- 
justment procedure is required only if Tele- 
text subtitles are to be recorded on a VCR. 

Connect a VCR to SCART socket BL2, 
and switch it to stand-by. The video signal 
fed to pin 19 of BU? is taken from pin 20 and 
routed to pin 19 of BU! (TV). To prevent the 
TY switching to RGB input mode, tempo- 
rarily connect pin 16 of BUL to ground. 

Use the control software to select the 
superimpose mode. Next, adjust preset R3n 
until the characters appear clearly in the pic- 
ture, i.e., with the best possible contrast ratio, 
and without distortion or excessive bright 
ness. Although this adjustment is perfectly 
feasible simply by looking at the TV picture, 
it may also be carried out with the aid of an 
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A complete kit of parts for | 
text decoder is available from th 


signers’ exclusive world 
distributors: re 
ELV France 

B.P..40 » 

F-57480 Sierck-les-Bains 
FRANCE 


Telephone: +33 82837213 
Facsimile: +33 82838180 


Carefully lift the bottom enclosure half, 
and place two pencils or a folded handker- 
chief underneath it, so that the heads of the 
four screws rest on the desk while the enclo- 
sure halt is a little higher. Carefully place the 
top enclosure half on to the lower half (the 
ventilation slots are at the rear side), and 
temporarily insert four screws into the holes. 
The ends of these screws partly enter the 
PCB spacers, and serve to keep these aligned 
(centred) with the holes in the top half of the 


Fig. 10. Opened prototype of the decoder, and the associated I?C card. enclosure. Now carefully lower the top half. 
Draw one corner of the enclosure over the 
oscilloscope, Connect the scope to the collec- PCBinto the lower half of the enclosure sup- edge of the desk, capture the screw at the 


tor of Ts, and adjust Ri until the black level plied with the kit. The ventilation slots are at — underside, and push it upwards so that it 
of the superimpose signal matches thatofthe the front side. Remove the four square blocks ejects the screw at the top. Fit an M4 nut, and 
background video signal. Thiscompletes the — from the underside of the bottom half of the — secure the screw from the underside. The 


adjustment of the PC-V T7000, enclosure, and insert four M4x70 mm screws — other three screws are fitted likewise, Fi- 
into the holes. At the inside of the enclosure, nally, push-fit the four blocks at the under- 
Final bi place two 1.5x10 mm dia. plastic washers — side, the rubber feet, and the four square 
inal assembly ssp dos . - 3 ‘ F ; : 
over each screw at the front side, and one — covers at the top side of the enclosure. a 
If this has not already been done, mount the | washer over cach screw at the rear side. 
rear panel to the decoder board, so that the The decoder board is fitted by passing the — References: 


SCART sockets and the plastic pins of the — two screws at the rear of the enclosure 1. “Video line selector", Elekfor Electronics 
two slide switches protrude from it. The flat- through the two holes in the PCB. At the — April 1990, 
cable is inserted via the slot provided at the — same time, fit the rear panel. Next, place the — 2. “Inter-IC communications", Elekfor Electro- 
right-hand side of the rear panel. four 60-mm-long plastic PCB spacers over jrics September 1990, 

Fit the completed and adjusted decoder — the screw ends, and mount the front panel. 


Appendix: SAA5243 ECCT register functions Fl Made ; ; 
TO. 71 Interlace’non-interlace 
312/313 line control. 
9 re ae - i - 3 = } TCS ON Text composite sync or 
eae : or aa z | direct syne select. 
a5 lH lace, ee a ae “i ar DEW:FULL FIELD Field flyback or full channel 
‘eet jonore now |rucc | oN | RY Made ; moda. 
! : ENABLE ' FIELO \ 7+P/8-BIT 7 bits with parity checking 
= 2 | { |. i} or 8-bit mode. 
- BANK | ACG. , Aca. Ta START START |START -* itsiieabecrlat TA, TB Teast bits: 0 for normal 
SELECT | CCT ; CCT COLUMN | COLUMN | COLUMN | R2 en operation. 
A2 AY AD 82 Set sco ry : R2 page request address 
= 1 | a START COLUMN Start column for page 
SS = = | PRD PRDI PROZ PADI PRDO RI Page request data 
ais } | | : request. 
_ = 2 - = A2 i Al AO R4 Display chapter ACQ CCT Selects one of 4 acquisition 
i + Eo aera es ot) circuits. 
BKGND | aKGNO | COR cor TEXT TEXT PON PON ng ‘Display control BANK SELECT Selects bank of 4 pages 
OUT IN OuT IN ouT IN OUT IN 5 {normal addressed for acquisition. 
BKGND BKGND . COR i COR TEXT | TEXT PON PON 2 RE Display cantrol R4 Display chapter Saye bal 8 
I H "IN OUT IN ouT IN (newstlash subtitle) , ‘ 
je s ences a eer aa wpoeccre = | \ Soe re RS, R6 Display control = For normal and newsflash: 
“STATUS | CURSOR | CONCEAL! » TOP) SINGLE! 80x ON | BOXON | 80x ON |# subtitle, 
' ROW ON | REVEAL — BOTTOM | DOUBLE | 24 1-23 0 AT Ossplay mode PON Picture on. 
BTM/TOP : \ HEIGMT TEXT Text on, 
= q aacebis saad Cal COR Contrast reduction on. 
° te GLEAR » (Ae aT mo AB Active chapter BKGND Background colour on, 
. PMEM besten R7 Display mode 
- iA ae R2 Ri Ro “d AG Achve aw BOX ON 0 (1-23, 24 Boxing function allowed an 
ns = ' : 1 row O (row 1-23, 24). 
- - cs ca S ; a2 oa) ‘co fe RIG Actwe column STATUS ROW BTM:TOP Row 25 displayed above or 
T : : i ; at below main text, 
pa D6 joe ts ba De von ro R11 Active data R8 to R11 Active chapter, row. column 
iRAwi iRiwl in) IRAN IREWI {RAW RAW! HRW and data informationrwiten 
— bit does not exst to or read from Page 
memory via the °C bus. 
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ERROR DETECTION AND CORRECTION 


by Brian Patrick McArdle 


Telecommunications channels are not so reliable that data can be passed 
over them without corruption. Since data communications has become 
important, satisfactory methods to identify and, if possible, correct errors 


ONSIDER the transfer of data as in Fig. | 

between modems over a telephone line 
or radio link. The channel is corrupted by 
noise, which could result ina receiver detecting 
al instead of a 0 or vice versa. If this were 
to happen in anumber of places ina message, 
the effect could be disastrous: the message 
might be completely unintelligible. Obviously, 
there is anced to be able to identify incorrect 
data bits. The subject is know as error detection 
and correction, 


Parity 


Parity is a familiar concept and is explained 
in most technician text books. Consider a 
block of seven bits that is given an additional 
bit. known as the parity bit, so that the total 
block becomes cight bits. The term ‘parity’ 
refers to the entire new block and there are 
iwo categorics. 

(a)Even parity means that a block has an 
even number of 1s. For example. if the 
data is 10.1010 1, which has four [s 
and three Qs, the parity bit would be 0 
giving four Is and four Os. The block 
would become 0 10 10 1 0 1 with the 
parity bit as the MSB wich ts the usual 
location, 

(b)Odd parity if it has an odd number of Is. 
The previousexample would be 1 1010101 
with tive Ts and three Os. 

The 8-bit ASCH code has seven data bits 
and a parity bit. Thus, the Asci alphabet has 
a total of 27 = 128 different symbols. The 
Sth bit for each symbol is chosen to give 
even parity. [fan error occurs in transmission 
as in Fig. 1, a parity check would reveal an 
erroneous symbol. The receiver could ignore 
the particular symbol. provided that such an 
occurrence did not happen too often, or, al- 
ternatively. request a retransmission, 


Transmitter Receiver 


Additive Noise 


910014-11 


Fig. 1. Communications channel. 


In reality. a parity check on each symbol 
gives very limited protection. The obvious 


have been developed. 


problem is that two errors within a symbol 
could cancel cach other, Alternatively, when 
an erroneous symbol is identified, a receiver 
still cannot deduce the incorrect bit within 
the block and, consequently, correction 1s 
oul. Therefore, although the addition of a 
parity bit into a block is the basis of error 
detection, it is rarely satisfactory. To identify 
an incorrect symbol is one thing, but to correct 
an crror in one bit is quite another, The next 
section explains a method to identify and 
correct single-bit errors. 


Block codes 


Inthe following arrangement, a block consists 
of data bits plus check bits. For example. a 
block of size n would have + data bits and 
k=n—rcheck bits. The check bits are derived 
from the data bits. In reality, they are parity 
bits that are determined by various linear 
combinations of data bits. For the present, it 
is assumed that only one error will occur in 
each block. The significance of this point 
will be discussed in more detail later on. 
Fora block of size. there is a total of eC, =n 
errors where the corruption is limited to one 
bit per block. The & check bits can have 
(2s—1) different combinations. This means 
that at most (2s-1) errors can be detected. 
Hence, there is a requirement that (2\—-1) 27 
in the values that can be chosen for rand &. 
For example, if k = 3, (2\-1) = 7. which 
means that 7 = 7 and r = 4, Therefore. three 
check bits can check up to four data bits 
only, The coded block would be [dydsdod).¢s¢2¢) | 
or some transposition of this order. 

Inmathematical terms, the encoding operation 
can be described with the use of a matrix as 
follows. 


100...0 d., 

010...0 dy 

OOL...0 d., 

so7eieees dy 

000...1 =| 4, 

B plane Frade . Cy 
d 

eee eee eee l 

B ant Bans | e; 


it —— 7 
“kK de rig el 


j=l 


[Eq. 1 


The matrix has 1 rows and r columns, 
which correspond to the lengths of the coded 
and data blocks respectively. The top part is 
an (xr) identity matrix that does not require 
any explanation. The bottom part is a (&x+) 
matrix that generates ¢; to c, bits from the d, 
to d, bits. All the coefficients are 0 or 1 and 
the arithmetic is modulo 2. The requirement 
is that, if an error occurs in a data bit, the 
check bits will be able to identify the particular 
bit in question, which can be corrected. ‘The 
correction process Is simply to replace a | 
by a0 or vice versa. 

The next step is to devise a simple method 
to identify the exact location of an incarrect 
bit within the block. The Hamming Code is 
examined as a suitable example because it 
is widely known. For instance, a block of 
seven bits consists of four data bits and three 
check bits in the following format: 


position: 7 6 5 4 3 2 | 
bit: d; de ds Cy dy Cx CC; 


in which the data and check bits are indicated 
as d and ¢ respectively and d; as the most 
significant bit (MsB). As would be expected, 
the position of these bits within the overall 
block is very significant. The positions 3. 5. 
6,7 can be represented as various combinations 
of 1, 2. 4. Thus. if dy is incorrect, c, and c: 
will not be validated and so on. The combinations 
that give c), cs. and cy in terms of dy, ds. dy. 
and d; are chosen accordingly as shown in 
Appendix A and the encoding operation is 
given by 


d_ 
1000 7 
z Z d 
0100 d. 6 
i ; d 
OOLO d, 5 
1110 ai" oh 
0001 : qd, 
d : 
a] : 
110] Cy 
L101 c, | 


The matrix is know as the GENERATOR 
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MATRIX. The receiver verifies the block by 
using the PARITY CHECK MATRIX (see Appendix 
A). which should produce all zeroes. In simple 
terms, the receiver generates ¢). co, and cy 
from the received data bits. If the generated 
c,andc, donotagree with the actual received 
values. d: is incorrect. For example, |1 0 | 
1] becomes [1 O10 10-1]. [fds is corrupted 
such that [1 000 1 0 1] is received, the 
generated check bits are ¢, = 0. cs = 0, and 
c; = 1. Thus ¢; and c, do not agree with the 
detected values, which indicates thatds should 
not be 0 but 1. The same type of result occurs 
for any other error—provided there is only 
one error. If two errors had occurred with 
{10 t | 00 1] detected, a check would 
indicate that dz was incorrect. Consequently, 
the block would be corrected to [0 01 1 
0.01), which now has three errors with two 
in the four data bits. The importance of the 
original assumption that the code would 
only detect and correct an error in one bit 
per block is now fully clear. However, the 
overall method is typical of block codes. 
The various positions for a code with four 
check bits that can correct up to 11 data bits 
are given in Appendix B. 


Cyclic codes 
Cyclic codes are similar to block codes, but 
there are important mathematical differences. 
A code word of length #: bits is represented 
as a polynomial of degree (7-1) as follows: 
wx) =([W, We | Wao. Wi] = 

= WY EW, WE We OW 

|Eg. 2] 


where w,, is the most significant bit (MSB). It 
is generated by a polynomial known as the 
GENERATOR POLYNOMIAL, gv), as follows: 

w(¥) = e(v) Cy) mod (y+ 1) [Eq. 3] 

Most books on coding write the modulus 
as (ve ~ 1). In this case. the mathematics 
refer directly to digital electronics. Actually, 
g(x) is a factor of (w + 1), but the other term, 
c(x) does not represent the data as might be 
expected. In mathematical terms, w(.v) is the 
product modulo (+ 1) of two polynomials 
with addition modulo 2 between the coefficients 
of the various terms. The exact coding mechanism 
will be shown later on. 

A CHECK POLYNOMIAL, h(x), has the same 
significance as in the previous section with 


h(x) giv) =v + I | Eq. 4] 


which means that h(v) is the other factor of 


(x + 1). Ifa received code word wv) has no 
error, 
hiv) wiv) = 0. {Eq. 5.| 
Consider the example in the previous 
section with = 7. Inthis section. this translates 
tox?+ 1 =O mod 2. The factors are (v5 +.¥ + 1) 
and (x4 xy? +r + 1) and we will use 
givpHas txt | 
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and 
hoya +22 444 1 


as per equation 4. At this stage, the term 
“cyclic’ requires some explanation, Let w(x) 
in equation 2 be rewritten in the form 


W(X) = C)g(v) + Crvg(y) + Cav7g(y) +... 


oo #CzYOg(1) [Eq. 6] 

The various terms as shown in Appendix 
C consist of a set of polynomials that is 
generated by shifting g(x) as ina shift register. 
Thus. w(x) may be considered as a linerar 
combination of the seven states of gv) with 
vasa ‘shift’. The full set of code words is 
generated by g(v) and hence its name. The 
reader is referred to the topic of Cyclic Groups 
in Group Theory for the appropriate mathematical 
background. If the datais[1 101]. anestimate 
of w(x), which assumes that the check bits 
are all zeros, is 


wiv) =[1 101000] = 146 +45 4.5 
Eq. 7] 
However, g(x) does not divide w'(x) evenly. 
There isaremainder of | inthe least significant 
bit (LSB) position. The correct w(x) is 
wiv) =[1 10100 1] =164+ 54.4394 1 
[Eq. 8] 
inorder to satisfy the mathematical conditions, 


The procedure may be written as a matrix as 
follows 


1000 | 
0100 | 
0010 0 
0001 =| | 
0 
1110 0 
O11) 0 
L 1101 Li | 


the derivation of which is in Appendix D. 
The PARITY CHECK MATRIX to authenticate 
the code word is explained in Appendix E. 
If the block was corrupted to [1] 101101], 
this new w(+) on division by g(x) would 
have a remainder of x2. This indicates an 
error two shifts away from the LSB and the 
particular bit can be corrected. However, to 
correct lwo or more errors, a BCH code, 
which uses a particular type of generator 
polynomial, is required and this topic is 
outside the scope of this article. 


Huffman codes 


Huffman codes are not for error detection 
and correction, but deserve special mention 
because they may be used in conjunction 
with error detection and correction codes. 
The most important point is that the data 


blocks do not havea fixed length. The reasons 
for this structure structure lic in the nature 
of language. The symbol Ein ascitis 1000101 
andZis 1011010, Each symbol ts represented 
by seven bits excluding the parity bit. However. 
E occurs 130 umes more often in normal 
text than Z. It has been estimated that normal 
English is 70% redundant because of these 
statistical properties. Consequently, the total 
number of bits required for a full message 
could be greatly reduced if the common 
symbols were represented by short blocks 
and the more uncommon ones by larger blocks. 
A simple example is Morse code, in which 
Eis one dot, whereas Z is two dashes followed 
by two dots. Huttman codes utilize this property 
of redundancy to considerable advantage. 

Ifan alphabet has #1 symbols. the average 
number of bits per symbol is 


[ Eg. 9 | 


where p; is the probability of occurrence of 
the ith symbol, which is represented by r; 
bits. A Huffman code seeks to keep F as 
small as possible by pairing the symbol with 
the highest probability with the shortest block. 
Consider an example of a set {S; S» S3 Sy} 
with four symbols. Normally, each symbol 
would be represented by a two-bit block, 
such as: $; = 00, S9=01,S,=10,Sy=1 1. 


1 
e- pei ce ante Rigi 144 


1 
e 

[ | is) 
Nr 


$1=0 10 $3 = 110 910014 - 14 


A Huffman code would adopt a branch type 
structure as shown above. In this design, S; 
is represented by only one bit, but S3 has 
three bits. If the probabilities are p, =!/>, po 
= I/4, p3 = "fo, and pg = '/)o. application of 
equation 9 gives 


r= 10f/o) + 24/4) + 30/6) + 30/2) 


= 1.75 bits/symbol [Eq. 10] 
which is a reduction of 25%. If the probabilities 
were assigned in reverse order, 7 = 2.67. 
which Is an increase of 67%. Hence, the im- 
portance of pairing the largest probability 
with the shortest block. In the special case 
where the two values for r turned out to be 
equal, the assignment with the lowest variance 
would be taken. 

The entire area of Huffman codes is quite 
involved and the reader is referred to the 
various text books in the references for further 
information. [ts advantage is in reducing the 
total number of data bits. The sequence of 
data bits can be broken into blocks and encoded 
as under “Block codes” and Cyclic codes”. 
The receiver simply reverses this process by 
firstdecoding the error detection and correction 
code followed by the Huffman cede. 


B RADIO, TELEVISION & COMMUNICATIONS 


Implementation 


The electronic implementation of the codes 
discussed is relatively straightforward once 
the actual coding mechanism is understood. 
Figure 2 shows a digital electronic circult, 
which is essentially a shift register, to implement 
the example under "Cyclic codes”. The arrangement 
is to generate the full code word of data and 
check bits. The four stages in the register correspond 
io the data block of four bits. which in turn 
generates the three check bits. The switch may 
be an AND gate with one input tied high (logic 
1) or low (logic 0) as appropriate. The other 
input is simply the output of the bistable (flip 
flop). The addition modulo 2 represented by 
the ® in the diagram is simply and EXOR (exclusive 
oR) gate. The only change is that three different 
switch arrangements (open = 0 and closed = 1) 
ure required to generate the three check bits. 
This corresponds to the three linear combinations 
in mathematics. Thus. the complete circuit for 
the coding operation could consist of three 
shift registers with fixed switch positions in 
parallel or one shift register with amechanism 
to apply three different arrangements of the 
switches. Alternatively, implementation could 
be by software, thal is, to write a program 
using the AND and EXOR logic operations of a 
microprocessor. This method will probably 
become more common—especially where the 
codes are more complex than these simple ex- 
amples. 

Figure 3 shows the circuit to check the 
parity bit generated by the first 
row of the PARITY CHECK MATRIX 
(as explained in Appendix E) 
applied toacode word, The seven 
stages correspond to the seven 
bits inthe block. The other rows 
of the matrix simply require dif- 
ferentarrangements of the switches. 
Both circuits are straightforward. 


Conclusions 

In this article | have attempted 
to explain the basis of error 
detection, It is not a detailed 
analysis and only deals with 
the correction of single errors. 


Appendix A 


cg = (da + dg + ds) mod 2 
ca = (d7 + dg + d3) mod 2 


cy = (dy + ds + da) mod 2 


If dy is incorrect, cy, ¢2 and cy do not agree with calculated values. 


[f dg is incorrect, co and cy do not agree with calculated values. 


W3 
91001412 


Fig. 2. Shift register as a Cyclic Encoder. The data block [w7wewsW4] is shifted into the register. The 
switches represent the terms of the matrix, such as 1 1 1 0 to generate w3. The switch is closed for 1 and 
open for 0. The same arrangement with different switch settings would be required to generate w. and w}. 


Multiple errors of two or more bits per block 
are not considered as these require more 
complex solutions. Nevertheless, it should 
provide an introduction for students who 
are familiar with digital electronics, but have 
not previously studied this tricky topic. An 
interesting point is the increasing connection 
between Modern Algebra and Electronics. 
Twenty years ago, most engineers and technicians 
would not expect to use Modern Algebra. 
The reader is referred to the reterences for 
further study. 


1000 
0100 
OOTO 
0001 
i ie 
1101 
LO ts 


If ds is in correct. cy and cy do not agree with calculated values. 


If dy is incorrect, c; and c> do not agree with calculated values. 


Generator 
matrix 
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Fig. 3. Shift register to check a code word generated by the circuit in Fig. 2. If the Parity Bit is 1, one of the seven bits in 
the shift register that has a closed switch is incorrect. For the first row of the PARITY CHECK MATRIX (see Appendix E) the 
switches are at 1 1 10100. For successive rows, the appropriate settings must be used. 


LLITOroo 
LLOLOTLO 
LOTLOO 


C5 
L<. 


Encoded 
block 


Parity check matrix 


ELEKTOR ELECTRONICS JANUARY 1991 


Appendix B 


Position: 15 14 13 12 1} 109 8 7 6 5 4 3 2 | 


Bit: dysdy4 dj3djadyy dig dy cy dy de ds cy dy C] 


The check bits are thus at positions |, 2, 4. and 8. 


Appendix C 


a = | mod 2 
+x! + 1 = 0 mod 2 


For # = 7 and g(.v) = 4134.44 1, representing the seven-bit state 
JOOQ1LOT LT] ofashift register, the operation using shift left rather 
than shift right is 


QOOTOTI 
OOTOLIO 
O1LOLTOO 
1011000 
O1L1O001 
1000710 
LOd0TOL 
QOOLOT I 


eivy = 18444 1 
ve(y) = at +02 +4 
v2g(y) = 5 +43 +42 
Weir} = 16 tad +8 
wey) = 415 + yt + | 
e(v) = avo + 5 + oy 
AMOg(x) = 10 + x2 + | 
Ve(xy=avi tit | 


Thus, multiplication of g(v) by x is equivalent to a left shift of one 
step of the shift register, The initial state is reproduced after seven 
sleps. 


Appendix D 


wv) = eC) gy) = [Wa We Ws Wy W3 Wo WJ, 
where 
e(x) = egy} + cave + cov t cy, 
and 
gia wert dl, 
whence 
COV) 2CV) = CyrO + Ca¥) + (Cgter)at + (egte3+e) v3 + 


H(C34¢Cr)12 + (Cote a+ C1. 


We = Cy 

We = C3 

Ws =C4 +? 
W4= Cot egtcy 
Wa=Cyteo 
WrHCo +e 

Ww, Set] 


Ca = wat Ws 

Cy = wy twa + Wy 
W3 = Wz + We + WS 
Wa = We + ws twy 
WL = W7+ Wa + Wy 


frooo] 
0100 
0010 
0001 
L110 
Olli 

Liiord 


Remember that the arithmetic is modulo 2. 
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PARITY CHECK POLYNOMIAL 


Appendix E 
h(y) = a4 442 4.44 1 
W(X) = W200 + Wet twat wars ware twort wy 
ACY) WwOY) = 190ws + We + Ws + Wa) + 5 (We + Ws + Wy + Ww) 
txt(ws + Wg t wat wy) + a03(ws + wat wat wo) 
+17(We + Wa + Wo + Ww) + (wo + ws + Wo + wy) 


+ (W7 + We + Wat Wy) 


fl110100 | 
O111010 
OO1TLIOI 
1001110 
O1OO1TI 
Lo10011 
1101001 


From cquation 6, the PARITY CHECK POLYNOMIAL applied to a 
correct code word should give 0, The PARITY CHECK MATRIX should 
give the zero vector. 


Appendix F 


An important parameter, known as the Hamming Distance, was 
not covered under “Block codes’ as it was not required. Consider 
the (7, 4) Hamming code. Any two code words differ in at least 
three bits. This minimum distance is known as the Hamming 
Distance. If the distance were only two, an error could only be 
detected but not corrected. Detection of a double error would 
require a distance of four. 
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LOGIC ANALYSER PART 1 


by K. Nischalke and H..J. Schulz 


A logic analyser is primarily intended for carrying out measure- 
ments in fairly complex circuits, where an oscilloscope begins to 
show its deficiencies. Unfortunately, it remains a pretty expensive 

instrument and it is for that reason that a design is offered here 

that can be built by most enthusiasts at a reasonable cost. 


TRICTLY speaking, it is not quite right 

to compare an oscilloscope with a logic 
analyser, because basically an oscilloscope 
displays voltage or current as a function of 
time, whereas a logic analyser shows data 
as a function of time. Both instruments may, 
therefore, be required in a number of appli- 
cations. For instance, suppose that a logicanal- 
yser has indicated that the data of a certain 
signal are not quite right. It is then possible 
to check with a scope whether that is caused 
by the voltage behaviour of the signal (for 
example, a logic 1 may have become stuck 
at 1.5 V). 

Furthermore, a logic analyser has more 
input channels than an oscilloscope. That is 
a very definite advantage when micropro- 
cessors are being tested. Even an old-fash- 
ioned 8-bit device with 16 address lines re- 
quires more than the maximum four channels 
available on an oscilloscope. Looking at the 
discrete signals associated with these de- 
vices does not mean much, but their inter- 
relation is of great importance. 

Like an oscilloscope, a logicanalyser needs 
to be triggered, but the trigger signal must 
be specially adapted for working with digi- 
tal information. Instead of being triggered 
at a certain voltage level, the logic analyser 
is triggered by a given pattern of bits pre- 
sent at the inputs. 

A computer and associated software have 
become inseparable parts of the modern logic 
analyser, and in proprietary instruments they 
form an integral part of the construction. 
The presentinstrument is intended for opera- 
tion with an external computer, either an 
IBM PC or compatible or an Atari. 


Block diagrams 


The general design of the analyser is shown 
in Fig. 1. The interface in the computer 1s 
connected to the busboard of the analyser. The 
analyser proper consists of a control board 
and up to four RAM cards. 

The control of the analyser is an indepen- 
dent circuit whose paRAMeters are deter- 
mined by the computer. That independence 
is imperative, because few computers can han- 
dle clock frequencies of 25 MHz or 100 MHz 
in real time. The prime tasks of the circuit 
are the control of the triggering and the ad- 
dressing of the memory. The length of the 
memory is always 2 K, while its width lies 


between 16 bits (1 RAM card) and 64 bits (4 
RAM cards). 

Data are input into the RAM card(s) via a 
probe. The probe(s) does not consist of much 
more than a number of buffers, which are, 
however, indispensable for the correct trans- 
portof digital signals, where fundamental fre- 
quencies may be as high as 25 MI Iz. At the 
same time, it keeps the load on the circuil 
under test toa minimum. Furthermore, it pro- 
vides a much neater connection between the 
analyser and the circuit under test. 

The connection between the probe(s) and 
the RAM card(s) consists of a one-metre cable, 
while those between the probe(s) and the cir- 
cuit under test are made by short, discrete ca- 
bles. This arrangement obviates the frequently 
encountered spaghetti-like mess of cables. 
When longer connections are required, two 
or more probes may be connected in series. 

The block diagram of the analyser, inso- 
far as the RAM cards and the control board 
are concerned, is shown in Fig. 2. 

When data are written via the probe(s), 
clock frequencies of 100 MHz, 25 MI Iz, | MHz 
oranexternal clock may be chosen. The some- 
what different mode of operation at 100 MIz 
will be discussed later. The clock frequency 
determines how often the data at the inputs 
of the probe are clocked (sampled) in the 


||: 
COMPUTER + 


INTERFACE 
(BM oF Atari! 


BUS PCB 


POWER 
SUPPLY 


Fig. 1. General design of the logic analyser. 


SPECIFICATION 
Memory 2048 samples per 
channel 
8192 samples per 
channel (100 MHz 
mode) 
No. of channels 16 
| per RAM card 4 (100 MHz mode) 
Number of RAM 
cards up to4 
Clock 100 MHz; 25 MHz; 
1 MHz internal) 
external up to25 MHz 
| Clock qualifier 2 (not in 100 MHz 
mode); may beset high, 
low or disabled 
Type of trigger centre 
Trigger pattern set per channel:0,1or | 
X 
|. Duration of 20: ns~5.12 us; ‘arm’ 
| trigger pattern _triggering:20ns-2.56,15 
| Trigger window — 40 ns-81.92 is 


latch at the input. Note that only in the 100 MHz 
mode the input latch/ shift register operates 
asa shift register. Once the input data are sam- 
pled, they are written into RAM with the aid 


RAM 
2k x 16 


imax. 4 cards) 


CONTROL 


son094-11 
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trigger 
counter 2 
100 MHz 
clock 
CLK OUT 
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~ 9ODD94 -1 + 12 
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Fig. 2. Block diagram of the RAM cards and the control board of the logic analyser. 
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Fig. 3. The busboard is hardly more than an assembly of wiring and connectors. 
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Fig. 4. The printed circuit busboard of the logic analyser. 
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of the signal R/ W control. Subsequently, the 
address counter is increased by 1.This pro- 
cess continues uninterruptedly; when the 
RAM has been written to capacity, the pro- 
cess starts anew: the oldest data are replaced 
by the new data. The advantage of this ar- 
rangement will be discussed later. 

Toenable the analyser being triggered, the 
sampled data are compared with the data in 
the word-latch by the word recognizer. This 
latch has information as to whether each bit 
should be a 0, a1 or ‘don’t care’ to comply 
with the trigger conditions. Once the wanted 
word pattern has been accepted by the rec- 
ognizer, itis passed to trigger counter | via 
lines ‘trigger’ and ‘arm’. Note that these lines 
have a separated function in the 100 MHz 
mode only: normally, they are electronically 
interconnected. When these lines indicate that 
the desired trigger condition is present, counter 
1 will verify that this condition is present for 
as long as the counter counts. If this is not 
so, the analyser is not triggered. When the 
counter has stopped counting, the trigger con- 
dition is met and the analyser is started. 
Counter2 and the window counter only fune- 
tion in the 100 MIIz mode. 

When counter | has started the analyser, 
the control logic block clocks the post-trigger 
counter which checks how many samples 
have been taken of the input data after trig- 
gering. As soon as 1024 samples have been 
taken, the post-trigger counter stops the anal- 
yser and gives an interrupt to the computer. 
This arrangement ensures that no more than 
1024 bytes can be written to RAM before trigger- 
ing takes place, so that later the computer can 
analyse data before and after triggering. This 
is the reason that before triggering the data 
are written into RAM continuously. 

As soon as the analyser is disabled, the 
block register select and the three-state buffer 
in the computer divide the 16-bit wide words 
into two 8-bit wide bytes which are then pro- 


Desk Datei Drucker 


cessed in the computer. 

The basic operation of the circuit is not 
much different in the 100 MHz mode, but 
everything happens just a little faster. This, 
however, creates a problem: the RAM can- 
not cope with this higher speed. This is the 
reason that the shift register used as input 
latch in the other modes is used as a high- 
speed shift register in the 100 MHz mode. Four 
successive data samples are input into the reg- 
ister, which has the effect of lowering the 
frequency at which the data is offered to the 
RAM to 25 MI Iz. The latch between the shift 
register and the RAM ensures that the data 
are present long enough at the inputs of the 
RAM, because, in spite of their shifting, the 
data at the outputs of the shift register will 
not remain stable for longer than 10 ns, 

Unfortunately, when the shift register is 
used as a latch, 16 inputs per RAM card are 
available, Because of the shift operation, that 
is limited to fourinputs per card in the 100 MHz 
mode. On the other hand, four times as much 
data can now be written into RAM since four 
samples may be located at one address. 
Furthermore, because of the lower number 
of inputs, the word recognizer may be bisected, 
which increases the number of instants that 
triggering takes place. 

Because of the bisecting of the word rec- 
ognizer, the signals ‘arm’ and ‘trigger’ are sep- 
arated. When the section of the recognizer that 
provides the ‘arn’ pulse accepts the trigger 
condition, counter 2 is started. Like trigger 
counter 1, this counter must check whether 
the trigger condition lasts long enough. If that 
is so, the window counter is started. As long 
as this counterruns, three situations may occur: 
(a) the ‘arm’ trigger word appears again; (b) 
the second trigger condition is met; and (c} 
the window counter has counted to capac- 
ity. In the first case, trigger counter 2 and the 
window counter are reset, so that the trig- 
gering process starts anew. The second trig- 


4. Triggermort > 


xe x 


“fuflisung: [1/2] 4 BE 


2. Triggeraart > 
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Fig. 5. Screen view showing what the program can do. Drucker = printer; Modus = mode; Optionen = vari- 
ous functions; Triggerwort = trigger word; Kanal = channel; Einlesen = to write; Datei = data in; Auflasing 
= resolution; Suchen = to search; Abstand = distance. (Proper English translation will be published soon). 
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ger condition is met when counter 1, after it 
has been triggered by the second section of 
the recognizer, has counted to capacity and 
gives a start pulse. In other words, the anal- 
yser is started ifitis first triggered by the ‘arm’ 
signal and then, within a given time (the 
window), by a second signal. In the third 
case, the period (the window) during which 
triggering should have taken place has lapsed. 
The circuit will then wait for the first trigger 
Carm’) to recur. The double triggering is of 
particularadvantage when measurements are 
carried out in microprocessor systems in 
which certain bit patterns occur regularly. The 
intercoupling of two bit patterns greatly im- 
proves the provision of a stable and unam- 
biguous triggering. 


The software 


What may be done with the data collected 
by the hardware is shown in Fig. 5, which is 
the (German) program for Atari computers, 
The English translation, which has unfortu- 
nately been delayed beyond this issue, and 
the program for IBM PCs and compatibles, 
whichis virtually identical to that forthe Atari, 
will be published in a future issue. 

Both trigger words may be set in the col- 
umnatthe extreme lefton the monitor screen, 
but note that trigger word 2 is not active. 
The program can handle up to four trigger 
settings. Which of these is selected at any 
one time is indicated by the figure under the 
column containing the trigger words. Beside 
this is the setting of the minimum duration 
of the trigger pattern and the length of the 
trigger window, 

The column beside that for the trigger 
words contains the names of the signals. 
Apart from the standard indication “chan- 
nel so and so”, these signals may be given 
more informative names. Also, it is possible 
to arrange them in a different order on the 
screen and to display them more than once. 
Forexample, associated signals may be placed 
side by side on the screen without the necessity 
of changing over test probes, The column may 
also be used to indicate from which test probe 
the signal comes. 

The larger part of the screen is, of course, 
reserved for the display of signals, and it can 
handleup to 16 of these simultaneously, Other 
channels may be brought on to the screen by 
scrolling via the window at the bottom left. 
The control for shifting the signals to the left 
and right is situated at the bottom right. 
Above that is an indication where the (so far 
invisible) cursor is situated with respect to the 
triggering point, and which data (hexadeci- 
mal} are portrayed. 

The block ‘solution’ enables the deter- 
mining of how many samples are required 
on the sereen simultaneously, 

The pull-down menus provide the fol- 
lowing functions: (a) information about the 
program (desk); (b) storing on disk of thedata 
to be analysed (datei}; (c) printing of the data 
(printer); (d) selecting the clock frequency 
(mode); and (e) various functions (options). 

(to be continued) 


23/24-CM FM ATV RECEIVER 


This review deals with the recently introduced 23/24 cm FM Amateur 
Television (ATV) receiver from EHC (Valves) Ltd. At the time of 
writing, it is the only complete system that can be purchased ina 
‘ready-to-go’ state. That is, all you have to is connect the DC shack 
supply, plug in a 24-cm aerial, a video monitor and a loudspeaker or 
headphones, tune in a signal, and away you go. 


by Mike Wooding, 
G6IQM 


LTERNATIVELY. the 
IF board and the down 
converter sub-sections can be 
purchased separately for in- 
clusion in your own system, 
or for building your own ver- 
sion of the receiver. However, 
this option will require a num- 
ber of external components 
such as ameter, controls, soc- 
kets, ete,, to be added, 


Description 


Vhe receiver is housed in a grey coloured 
moulded impact-proof PVA plastic box 
measuring = 23.5x18,25x9.S cm including 
the feet, with the control knobs on the front 
panel. and the sockets on the rear panel mak- 
ing the unit 21.5 em deep in total. The case 
also features adjustable front feet. allowing 
he unit to be tilled upwards to facilitate 
reading the meter. 

The front panel controls comprise, from 
he left to the right: an on/off switch, a TUN- 
ING control, a VID. GAIN control and a VOL 
UME control. Also featured on the front 
panel is a red LED for ON/OFF indication, 
and the tuning-frequency meter. The front 
panel bezel is sign-written with the various 
control and switch functions. 

The rear panel connections are as fol- 
lows: a 3.5-mm jack socket for the loud- 
speakerfheadphone connection, a phono 
socket for video output. a BNC socket for 
acrial connection. and a DC socket for the 
power supply input. Also mounted on the 
rear panel is a 20-mim fuse holder. 

Internally. the receiver has a die-cast box 
and two printed circuit boards mounted onto 
the housing chassis. All earth connections 
are bonded to this chassis for screening se- 
curity, 

The die-cast) box, measuring = 120%* 
95x35 mm, houses the down converter with 
power connections made via feed-through 
capacitors, and the IF output by means of a 
coaxial cable. The aerial input socket 
mounted through the rear panel of the hous- 


ing is a bulkhead coaxial cable connection 
type, connected to the down converter by a 
short length of coaxial cable. 

The two PCBs are the wide-band IF am- 
plificr and the H* receiver assemblies. Both 
boards are constructed from double-sided 
copper-clad material, and are custom-built 
for cach unit. All interconnecting wires and 
cable are neatly formed and retained with 
cable ties, 

The TUNING control is a precision 10- 
turn potentiometer, which facilitates. fine- 
tuning of the band with only one control. 
The VID. GAIN and VOLUME controls are or- 
dinary 270-degree potentiometers. The tun- 
ing frequency meter is a standard 90-degree 
movement type with the scale calibrated 
with a logarithmic frequency read-out 
sealed in [O-MHz steps, with main divisions 
at 1240, 1260, 1300 and 1320 MHz. 


Circuit outline 


The number of controls has been kept to a 
minimum, Le., tuning, video gain, volume 
and changeover from 5.5 MHz to 6.0 MHz 
sound subearrier. Vhis latter switch also 
changes the polarity of the video output 
from negative on 6 MHz (UK and most of 
Europe) to positive on 5.5 MHz (France). 
The first down converter section (housed 
ina die-cast box} uses parallel-tuned circuits 
to give a good rejection of broadcast TY sig- 
nals, radar and other in-band signals. All the 
SIIF and UITF tuned circuits are etched on 


a 


to the printed circuit 
board. including the first 
local oscillator, which 
reduces frequency drift 
to a very low level after 
only a few minutes 
warm-up. The output 
from the first down con- 
verter is) 168 MHz. 
which is routed to a see- 
ond down — converter. 
This is external to the 
die-cast box, and com- 
prises a dual-IC tuned 
circuit that converts the first IF of 168 MHz 
to a second IF at 39 MHz for input to the de- 
modulator. 

The 39-MHz signal is amplified by an- 
other dual-IC circuit and then buffered by an 
emitter follower stage, which matches the 
signal to the phase-locked loop demodula- 
tor. After demodulation, the video signal 
passes through an emitter follower butter 
slage, a standard (non-switchable) CCIR de- 
emphasis circuit, and an audio subcarrier 
trap. The latter is followed by a video ampli- 
fier and a 75-Q video output buffer. 

The audio subcarrier is extracted at the 
buffer stage following the demodulator, and 
is fed into a switchable filter network to se- 
lect either 5.5 MHz or 6.0 MHz, depending 
on the signals being received. Afler the filter 
stage, the signal is routed to a single IC 
audio demodulator, and from there to an out- 
put stage. The audio volume control varices 
the output from Q to about | W into an 8-Q 
load, or 2 W into a 4-Q load. 

The receive frequency indication meter 
is driven by sampling the tuning voltage ap- 
plied to the varicap tuning diode. A poten- 
tiometer network allows the meter range to 
be adjusted to compensate for the different 
characteristics of different varicap diodes. 


Bench test 


In view of the fact that the receiver is sup- 
plied as a complete unit, the nature and 
depth of the bench test were different com- 
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pared to other reviews [ have conducted in 
the past. However, what I consider to be es- 
sential tests | was able to carry out. and the 
results are discussed below. 

The noise floor of the receiver with the 
aerial input terminated with a 50-Q load was 
averaged out at —85 dBm. Three spurious 
signals were found at 1116 MHz (signal 
Jevel: —-25 dBm), 2232 MHz (—35 dBm) and 
3348 MHz (-60 dBm). However, although 
they were at not inconsiderable levels. there 
did not appear to be any detraction in the 
performance of the down converter. 

It ought to be said here that in virtually all 
circuits employing these relatively simple, 
but stable, oscillators working at the direct 
conversion frequency, harmonics and spuri- 
ous signals will inevitably be produced, The 
trick is to tailor the circuitry such that they 
are either suppressed, or at frequencies out- 
side the operating range of the receiver it- 
self. Also, care must be taken that these 
harmonics and spurious signals do not de- 
sensitize the front end of the converter, espe- 
cially when this is based on GaAs-FET 
devices and strip-line techniques. 

The sensitivity of the receiver was 
checked by injecting signals from the Racal 
Dana 9087 Signal Generator, and tracking 
the output of the second IF stage with the 
Marcont 2383 Spectrum Analyser. With an 
input frequency of 1249 MHz. a signal level 
of -71 dBm was required to give an IF sig- 
nal 3. dB up on the noise floor, or, in other 
words, just about the minimum signal level 
that could be detected as syne pulses. At the 
other end of the band, 1320 MHz, a slightly 
lower input of —72 dBm was required to 
give a 3-dB lilt. These signal levels of 
around —70 dBm equate to a performance of 
the receiver similar to that of most of the 
equipment at present operated by ATV-ers. 

The maximum signal levels before the 
IF stages went into limiting were —29 dBm 
at 1249 MHz, and —27 dBm at 1320 MHz, 
which indicated a good large signal hand- 
ling capability (~30 dBm is equivalent to 
| mW). 

Being unable to apply an external modu- 
lating signal greater than 100 kHz to the 
Racal signal generator. | had to inject a 
modulated signal into the demodulator itself 
at the second IF frequency from the Philips 
PM5646 Television Pattern Generator, and 
view the output on a video modulator. The 
resulting picture showed good definition 
and a linear chrominance response. 

Using the same method as above. a I- 
KHz audio signal was also injected from the 
test pattern generator, and the resultant 
audio signal measured on the HP 8903B 
Audio Analyser. The frequency recovery 
was found to be excellent, with the 
measured output signal reading 998 Hz. The 
distortion level at maximum output into a 8- 
Q load was measured at 3.154%. 

The current consumption of the re- 
ceiver at a supply voltage of 13.5 Vo was 
measured at about 225 mA with no audio 
output, and 520 mA at full audio output. 
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Off-air tests 


To conduct the off-air tests | simply com- 
pared the unit against my own Wood & 
Douglas/BATC home brew system, which 
has given me excellent results in the past. 
Having two 24-cm aerials of the same type 
and at the same height, and separate video 
monitors made this task casy. 

First, | used the signals from GB3RT, the 
Coventry 24-cm FM ATY repeater, which | 
receive normally at PS (broadcast quality). 
The pictures from the review unit were just 
as good as my own system, once the correct 
video output level was obtained with the 
front panel control. The tuning control, 
being a multi-turn type, allowed for easy 
tuning across the signal, enabling me to fine 
tune with considerable ease. The picture did 
have a tendency to bounce about somewhat 
until the correct tuning point was achieved. 
and the demodulator took a second or two to 
stabilize. This | took to indicate that owing 
to the strength of the reccived signal the [F 
stages were in limiting, hence perhaps 
slightly overloading the following stages. 
This has to be tempered a little by explaining 
that the signals [ receive from GB3RT, al- 
though it is some 16 km away, are very 
strong indeed. 

Next. [ turned the aerials northwards to- 
wards GB3GY. the Leicester 24-cm FM 
ATY repeater, which | normally receive at 
P3 to P4. The results from the review unit 
were marginally worse than my own unil as 
far as the strength of the received picture it- 
self was concerned, but the actual definition 
of the picture itself was, to all intents and 
purposes, identical. 

Having checked at the top of the band, it 
was time to see how it fared where most of 
us ATV-ers operate, at the bottom end, 
around 1249 MHz. For this purpose | en- 
listed (as usual) the good offices of my fel- 
low GB3RT group members Tony GOHOY, 
and John GIUT. The received pictures all 
exhibited good video definition and chro- 
minance response (apart) from ‘Tony's 
camera. but that’s another story), By moving 
the acrial away from each station [ was able 
to simulate very low received signals. and 
only at very low levels was the review unit 
found to be less sensitive than my own, but 
this was at picture strengths barely report- 
able as P! (corresponding to just discernible 
prominent features, locked syncs). 

The final test was to monitor my own 
transmissions. Again with the aid of Tony as 
the receiving station (for licence complicity 
purposes, you understand) I transmitted at 
an output level of 2.5 W from my basic 
transmitter, and then at 60 W with my linear 
amplifier connected in. The results trom the 
review unit at both power levels were the 
same, and quite a bit worse than with my 
own system. The resultant video output was 
quite unstable at times. with obvious sync 
crushing taking place in the overloaded de- 
modulator. As with my own system, there 
was also a multitude of points along the tun- 
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ing scale where my transmissions could be 
found. 

Perhaps this test is a little unfair in ex- 
pecting the unit to perform without fault, but 
is must be remembered that this 1s the #iedis 
operandtin many an ATY shack. The ability 
to monitor your own transmitted signal is a 
must, and most of us admit to doing it by 
using Our own receivers. rather than ‘snif- 
fing” the output RF and demodulating that 
back to video. 


Conclusions 


Overall | quite liked the unit. As it stands, it 
is at present the only complete receiver 
available fully built. aligned and ready to go, 
The presentation ts tidy, and the operation 
simplicity itself. 

I do not really like the external video out- 
put level control. [feel that the output should 
be internally preset at | V at 75 Q. which is 
the international standard. This would over- 
come the tendency of many people to incor- 
rectly drive their video monitors and cause 
poorer pictures to be displayed. 

I also feel that the CCIR de-emphasis 
network should be made switchable. There 
are Many stations who do not use pre-em- 
phasts in their transmissions, or at best. in- 
correct levels of emphasis. To be able to 
select the de-emphasis network allows tor 
the correct reception of such signals. Other- 
wise, poorly defined and blurred pictures re- 
sult, which hardly helps to boost confidence 
in the receiver. 

The FM ATV receiver ts available from 
EHC (Valves) Ltd.. 7 Pavement Square, 
Lower Addiscombe Road. Croydon. Tele- 
phone: (O81 654) 7172, at a cost of £230.00 
including VAT. Carriage is extra at £3.34, 

Finally, [ wish to thank Mr. Brian 
Aylward of EHC (Valves) Ltd.. for the loan 
of the review unit, and for his advice and as- 
sistance. a 


THE COMPLETE PREAMPLIFIER (1) 


by T. Giffard 


After the several ‘spartan’ preamplifiers we have published over 
the past few years, we feel the time has come to offer our readers 
a more sophisticated design, one with more controls than just a 
selector switch and a volume control. Although the design 
presented has quite a few useful features, and offers very good 
signal handling qualities, we have been able 
to keep its price to a reasonable level. 


OOKING around in hi-fi dealers’ and 

retailers’ shops (and talking to the man- 
ager Or Owner), it appears that a majority of 
(prospective) preamplifier buyers are in- 
tertested in at least some of the following 
features. First on the list is a copying facil- 
ity that is independent of the selector switch: 
second, the possibility of recording from 
one recorder to another: third, a tone contro! 
with variable cut-off frequencies: fourth, a 
headphone output (which means that the 
main amplifier can be switched of f if listen- 
ing only via the headphones is required); fitth 
(and surprising tn these days of the Compact 
Disc).adynamic pickup input. And. of course, 
the preamplifier must not degrade the signal 
in any way. 

With these requirements, and that of low 
cost, in mind, we have come up with a unit 
that meets them handsomely and still offers 
the possibility of using ICs of different price 
classes. 

The design lends itself to tairly easy con- 
struction. The source and record selector 
switches are housed on a busboard, together 
with the input and output connectors, while 
the remainder of the electronics is fitted on 
a motherboard. The controls are connected 
to the circuitry via a number of terminals 
that are situated at the front edge of the moth- 
erboard. 


Overview 


The block diagram of the preamplificer—see 
Fig. |. shows that there are six inputs, of which 
one is the dynamic pick-up input. If that 
input is not needed, tt may be transformed 
toanormal line input by asimple wire bridge. 
The CD input has provision for adding a 
board (for instance, @ digital-to-analogue con- 
verter) at a later date. 

The input signals are ted to two rotary 
switches: one for selecting the input mode 
(e., the signal that will be processed, and 
the other for selecting a signal to be recorded. 
In that way, it is possible to record from a 
CDand continue listening to the tuner. Standard 
rotary switches are used since these are much 
cheaper than the 12 relays that would other- 
wise be necessary. The switches are located 


immediately adjacent to the the inputs at the 
rear of the enclosure, so that long signal 
paths are avoided. 

Either switch is followed by a buffer, 
which in turn is followed by a stereo/mono 
switch which uses a summing opamp, This 
obviates the level differences that frequently 
occur in stereo/mono systems. 

The tone control is a low-high design 
with two cut-off points at cither side. The con- 
trol range has been kept fairly limited to 
avoid overdriving of subsequent stages; it 
is, however, more than adequate for normal 
usage and offers smooth operation. For those 
who do not want tone control in any cir- 
cumstances, tt may be taken out of circuit 
by a simple “tone defeat’ switch. 

The balance and volume control are fol- 
lowed by the output amplifier, which provides 
the only amplification of the line signals. 
The opamp chosen for this stage is able to 
drive loads of 600 Q and higher. 

A relay providing a delay at switch-on is 
provided at the output: this gives the unit a 
few seconds after the supply is switched on 
to stabilize during which period no signal is 
applied to the output. 

The output amplifier also supplies part 
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Fig. 1. Block diagram of the preamplifier. 
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of the signal to a special headphone ampli- 
tier that consists of an opamp and discrete 
output stage. It provides enough power for 
driving low-resistance headphones. 


The circuits 


The blocks of diagram Fig. | are easily rec- 
ognized in the circuits of Fig. 2. and Fig. 3. 
The circuit has been split into two to corre- 
spond more closely to the drawings of the 
associated printed-circuit boards. 

Figure 2 shows the record and source 
switches S; and S> with associated buffers. 
IC; and [Cs, and all inputs and outputs with 
the exception of that forthe headphones. Each 
input is shunted by a potential divider, for 
instance, Ry-Ro for the lefthand CD chan- 
nel. These dividers largely determine the 
input imedance of 47 kQ. It is advisable to 
use the dividers only if really necessary, 
since they may adversely affect the cross-talk 
between the left- and right-hand channels, 
as well as between the inputs. If dividers are 
not used, resistors Ry, Ry. Rs, and so on 
should be replaced by wire bridges. 

The CD input has some additional facili- 
ties. Normally. the analogue CD signal is 
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Fig. 2. Circuit diagram of the busboard 
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Fig. 3. Circuit diagram of the motherboard. 
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6 AUDIO & HI-FI 


applied direct to the CD input. A wire bridge 
between A and B (E and F) feeds the signal 
to the two rotary switches. Terminals C, D 
and ground (G, H and ground) enable a dig- 
ital input, coupled toa separate digital-to-ana- 
logue amplifier, to be provided at a later 
stage. 

The dynamic pick-up input also has ad- 
ditional facilities. Normally, the associated 
preamplifier on the motherboard is con- 
nected between K and J (left-hand channel) 
and between M and L (right-hand channel). 
If a dynamic pick-up input is no longer re- 
quired, the input may be used as microphone 
input, for which the preamplifier is casily 
adapted, or as line input, in which case the 
preamplifier is not used and J-K and M-L 
must be linked by wire bridges. 

The opamps shown in the circuit diagram 
are not necessarily the cheapest types, but 
they are the best for the particular purpose 
as far as our prototypes showed. This aspect 
will be touched upon again in Part 2 under 
Construction, For the moment, as an exam- 
ple, buffer IC, is a Type 5532. an inexpen- 
sive yet excellent double opamp, whercas 
buffer 1C>,, a Type AD71 2, is a much dearer 
type. This type was found necessary to ob- 
viale audible switching noises when S3 ts 
turned. These noises result from the change 
in total resistance at the input of the opamp: 
if, for instance, the CD input ts used. Ry is 
shunted by Ro. If an opamp with transistor 
inputs, such as the NE5532, were used, the 
change in resistance would cause a corre- 
sponding change in the output of the opamp. 
Anopamp with Fer inputs, suchas the AD? 12, 
hardly reacts to the resistance change. If 
notwithstanding this a Type 5532 is used. Ry 
and Ra, should be reduced to 220 kQ. The 
input impedance will then reduce to about 
39 kQ, and this means that the ratio of the 
potential divider will change slightly. 

Apart from the inputs, the busboard also 
contains all the outputs: two Lape outputs with 
an output impedance of 100 Q. determined 
by Ry3. Ryq. Ray. and Ryo: and two line out- 
puts, also with an output impedance of about 
100 Q, determined by Ry5, Ryg. Rag. and 
Ray. and Rss and Reg on the motherboard. 

The circuit contained on the motherboard 
is shown in Fig. 3. Since the design of the lett- 
and right-hand channels is identical, only 
the left-hand one will be referred to in what 
follows. 

The preamplifier for the dynamic pick- 
up is shown somewhat away trom the main 
circuit to emphasize its short connections to 
terminals J-KK and L-M on the busboard. The 
opamp chosen for this stage ts a very-low- 
noise Type LT1028. If that is found too ex- 
pensive, the cheaper OP27 or 5534 may be 
used. The RIAA (IEC) Correction is provided 
by Rg;—Ry3 and Csy—C,,). Network R )2-Cg2- 
Cg; forms a high-pass filter with a cut-off 
frequency of 20 Hz to conform to the 1&C re- 
quirement. If that frequency is thought un- 
necessary, the valucs of Cg. and Cg; may be 
increased. 

The input of the preamplifier for the dy- 
namic pick-up is entirely bc-coupled to ob- 
viate any degradation of the signal by cou- 


pling capacitors. The input capacitance is 
determined primarily by Cy>. whose value 
depends on what ts required by the pick-up. 
If that is not known, 47 pF may be assumed. 
Because of the direct coupling, the offset of 
the opamp depends on the internal resis- 
tance of the pick-up and Pg is therefore pro- 
vided to cancel the offset as appropriate. 

The supply lines to this sensitive stage have 
been provided with additional filters (around 
Ts and T,) to even out any ripple on the 
+15 V supply. [t should be noted in this con- 
text that the use of an LT1028 is justified 
only in conjunction with low-impedance 
signal-sources (<400 Q). Ifa standard high- 
impedance dynamic pick-up is used, an OP27 
will be perfectly all right, since the total 
noise then consists primarily of the thermal 
noise emanated by the pick-up. 

The mono-stereo switch, Ss. is preceded 
by a summing amplifier, 1C3. that provides 
true addition of the left- and right-hand chan- 
nels without any attenuation when stcreo 
signals are to be processed as mono ones. 
Passive circuits always introduce some at- 
tenuation. 

Although the design of the tone-control 
stage, [Cy, appears conventional, it has some 
interesting aspects. Usually, the connections 
to the ends of the carbon tracks of the “high” 
potentiometers are via capacitors that deter- 
mine the onset of the control. If the onset 
frequency is to be altered, the value of both 
capacitors needs to be changed. In the pre- 
sent design, only one component per chan- 
nel needs to be altered. Switches $3 and Sj 
enable two different onset frequencies to be 
selected. The circuit is consequently some- 
what simpler as regards wiring and switching. 

A 1 MQ resistor. Rys, provides a feed- 
back loop that prevents the output of the 
opamp from rising to unwanted heights if 
the wiper of the ‘low’ potentiometer occa- 
sionally loses contact with the carbon track. 
Capacitors C)4 and C)5 have been added 
to ensure that the offset of the input buffers 
is not amplified in the tone control stage. 
This parallel network of a bipolaranda film 
capacitor guarantees faithful signal pro- 
cessing even at high frequencies. The con- 
trol range for various onset frequencies Is 
shown in Fig. 4 (published in our next 
issue). If required, the entire tone control 
may be taken out of circuit by Sp. 

It is recommended to use the very best 
quality potentiometers for the balance and 
volume controls, for instance, Alps types. 
These are not cheap, but they give consis- 
tently good performance over a long life. 
In some locations, a real balance control 
may be difficult or even impossible to ob- 
tain: the right type has halt-silvered tracks 
so that no attenuation occurs in the centre 
position. [f so. a standard linear stereo po- 
tentiometer may be used with a 2k2 resis- 
tors soldered between its wiper and the pole 
of Sea: the attenuation in the centre posi- 
tion is then minimal. 

The line amplifier, IC); is a Type NE5534, 
which has the advantage of being able to 
deliver more than 8 V r.m.s. into a 600 Q 
load. Its amplification has been set at x6.6 


to give a sensitivity at the line inputs of 
150 mV rm.s. for a nominal output of | V 
r.m.s. (if a ‘real’ balance control is used). 

Immediately at the output of the opamp 
are two parallel-connected 10 UF film ca- 
pacitors, C4 and Cos, thal isolate any off- 
set in the preamplifier from the power am- 
plifier in use (remember that all opamps 
in the signal path are DC coupled when the 
tone control is not in circuit), The layout 
of the printed-circuit board allows the use 
of either MKT Or MKP types. 

The output contains a relay that provides 
adelayat switch-on to suppress any switch- 
ing noises in the power amplifier. This 
relay may be switched off if listening via 
headphones only is required. The delay cir- 
cuit is based on Ty. When the supply is 
switched on, capacitor C3 is charged slowly 
Via resistor Rga, so that it takes a little time 
before the base-emitter junction voltage has 
reached the value at which the transistor 
switches on. When the supply voltage is re- 
moved, C7 discharges fairly rapidly via Ds 
and the relay is deenergized virtually in- 
stantly. The circuit has its own rectifier net- 
work, Rys-Rog-Co) -Djg-D, Is that makes 
rapid switch-off possible. 

The headphone amplifier consists of a 
Type 5532, ICx.,, and a discrete comple- 
mentary output stage, Ty and Ty. Three 
diodes, Dj—D3. ensure correct class-A op- 
eration. The amplifier delivers sufficient 
power for driving low-impedance and in- 
sensitive headphones (with the exception 
of electro-static ones that often require a 
real power amplificr). The 100 Q resistor 
in the output limits the maximum current, 
which can rise to LOO MA with an output 
impedance of 8 Q. The amplification of 
the stage has been set to a value at which 
clipping of the line output voltage of | V 


just does not occur. 


The supply of the output stages, ICg, 
T3. Ty, Tz. and Tg, has its own decoupling, 
provided by Roy3. Rog. Choo: and Cy). to 
prevent any feedback to the other opamps 
in the amplifier when the output current is 
high. 

The power supply of the preamplifier 
is simplicity itself: a bridge rectifier, By, 
decoupled by capacitors C79—Cy>. buffer 
capacitors Cyy and Cg, and two regulator 
ICs, Cy and ICyg. Note that each IC in 
the preamplifier has additional supply de- 
coupling tn the form of an electrolytic and 
a ceramic Capacitor. 

(to be continued) 
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INTERVAL CONTROL FOR CAMCORDERS — AN UPDATE 


jl Ge original design of an interval control 
for camcorders (Ref. 1) works with cam- 
corders that are switched on when the REC- 
ORD switch is pressed, and off when the 
switch is released. However, there are also 
types with a toggle function of the RECORD 
switch. These are switched on when the 
RECORD switch is pressed, and off when the 
same switch is pressed again. 

To allow the control to be used with the 
latter type of camcorder, the original circuit 
must be fitted with the extension shown in 
Fig. 1. The extension is inserted between ter- 
minals X and Y as indicated in Fig. 2. The 
track layout and component mounting plan 
in Fig. 3 show where to create terminals X 
and Y on the PCB. 

With some camcorders, the proposed ex- 
tension has one disadvantage: after switch- 
ing on the camcorder, you are not sure 
whether it records or not when LED D4 
flashes. If this problem occurs, make a habit 
of pressing the RECORD switch once, to 
make sure that the LED flashes when the 
camcorder is recording. a 


IC1 = 4069 
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Reference: 
“tnterval control for camcorders”, Elektor 
Electronics March 1990. 
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8031 IN-CIRCUIT EMULATOR 


A previous article by the author on the 8031 microcontroller 
described some problems associated with developing single-chip 
microcontroller applications. The present article deals with the 
hardware that, when coupled with a PC and some software, enables 
the hobbyist to construct a low-cost in-circuit emulator (ICE) for the 


HE hardware is based on the Dallas 

DSSO00 family of processor. It has an 
8O31 architecture with battery-backed static 
RAM replacing the internal ROM. The ac- 
tual processor is the Dallas DS2250, which 
is a SIP stick version of the DSSOO0O0. Func- 
tionally, the DSS5000 and the DS2250 are 
identical. The DS2250, however, uses lower 
cost packaging techniques. 

The hardware design is simple and con- 
stitutes the minimum required to build an 
operating DS2250 board. Consequently, it is 
a general-purpose software development 
board that will be used as an ICE. 


Circuit description of the ICE 


The circuit diagram in Fig. | shows that the 
clock for the DS2250(1C1) is generated with 
the aid of an 11.0592 MHz quartz. crystal. 


The frequency of the crystal may be familiar 


to those constructors who have previously 
built MCS-Sl-based (8031, 8052, 8751) 
computer boards with RS-232 port hard- 
ware. The frequency of the quartz crystal is 
a multiple of the bit rate on the serial port, 
Le., 11,0592 MHz divided by the bit rate is 
an integer. This particular crystal enables 
the higher bit rates (19.2 KBit/s) to be gener- 
ated. If a clock frequency of 12 MHz were 
chosen. the timers would be able to count in- 
tervals aligned more accurately to [| s, but 
the user would be restricted to a maximum 
serial port speed of 4.800 baud. 

Depending on its position, link J1 on the 
board allows the user to use the crystal on 


the ICE board, or that on the target board. If 


alink Is installed between pins 1—3 and 2-4, 
the ICE crystal is used, [fF link positions 3—5 
and 4-6 are selected, the crystal in the target 
system is used. 

All of the pins on the DS2250 are con- 
nected toa 40-pin DIL socket, US1, which is 
positioned at the underside of the PCB. The 
board can be inserted directly into the 
SO31DIL socket on the target board. The 
processor can be powered either from the 
target board (power supplies on pin 40 
{+5 V) and pin 20 (ground) of the DIL 
socket, or via header PLJ. The power ap- 


popular 8031 microcontroller. 
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plied to header PL1 is 5 V on pin 2, and 0 V 
on pins | and/or 4. If the supply connector is 
accidentally reversed, no harm should come 
to the ICE. 

Communications. initialization — and 
downloading of software is provided via the 
RS-232 port on the PC. As the ICE51 uses a 
single 5-V supply, a combined RS-232 buff- 
er/voltage converter is required. The device 
selected was the MAX232 (IC2) from 
Maxim. Four 10 WF capacitors, C4 to C7, are 
required for the voltage converter on board 
the MAX232, The RS-232 specification 
states that the high and low voltages must be 
more positive than +3 V and more negative 
than —3 V respectively. These voltages are 
provided by the MAX232 with typical 
values of +9 V and —9 V. A serial cable at- 
tached to PL2 connects the ICE51 and the 
PC serial port (PL2 is a 7x2 IDC connector). 
The 14-way connector was selected so that 
either a 9-way (AT-style) or a 25-way (XT- 
style) D-connector can be fitted at the PC 
end. Jumper J3 determines which D-type is 
in use, For an XT-style RS-232 connector, 
install links 7-6, 5-4 and 3-2. For an AT- 
style RS-232 connector, install links 7-8, 1— 
2 and 34. 

Link J2 determines the source of the digi- 
tal stream for the serial port to the receive 
pin on the processor. If J2 is connected in po- 
sition 2—3, the data stream comes from the 
$031 DIL header. In position |—2, the data 
stream is connected to the output of the 
MAX232. 


Downloading code to the 
ICE 


The DS2250 has two modes of operation. 
The first mode executes code on reset from 
internal ROM. This ROM contains a small 
bootstrap loader program which Is primarily 
designed to download code into the battery- 
backed RAM. Other operations include set- 
ting the memory configuration register, 
initialising the security keys and locking the 
RAM. To enter bootstrap mode, the PSEN 
line must be held low when the RST (reset) 
line is pulled high. The DS2250 then moni- 


Table 1. 02250 register configurations 
PA3 PAZ PAI PAO © Partition” 


0. 0 0 0 
0 Oeics Q 4 
Peo t 0 
mee &) 1 1 
0 1 0: 0 
0 4 0 1 
0 0. Behe TO 
0 1 1 { 
1 0 0 0 
1 0 0 1 
1 0 1 0 
1 0 1 1 
1 1 0 0 
1 coe | it) 1 
1 4 1 0 
| 1 1 1 
mcon. register: 

D7 D6::D5 D4 D3 D2 D1 DO 


PA3PA2 PA1 PAO RA32 ECE2 PAA. SL 


RA32 = embedded RAM size: 0 = 8 KByte; 
1 = 32 KByte . 

ECE2 = enable second RAM chip (nor- 
mally set to 0) 

PAA = partition address access 

SL. = security lock 


TESA Ce 


tors the serial port. waiting fora “carriage re- 
turn’ code, ASCII character 13. This oper- 
ation is used to initialize the serial port baud 
rate. Thus, the sequence of actions to load a 
program into the DS22S0 is: 


(1), Use a terminal emulator such as Pro- 
comm, or the ICES 1 software. 

(2). Toggle the reset switch, ensuring that it 
finishes in the ‘on* position, 

(3). Press the return key — the Dallas loader 
copyright message should then appear. You 
are now on line with the ICE. 

(4). Unlock the external RAM using the “U" 
command. 

(5), Read the contents of the RAM configu- 
ration table by pressing “R*. The contigura- 
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tion value after executing the “U* command 
will be hexadecimal value F8. This register 
is used to define the size of the RAM ayail- 
able on the DS2250. Currently, the DS2250 
supports three RAM sizes: 8 KBytes. 
32 KBytes and 64 KBytes. The configura- 
tion register also determines the partitioning 
of the internal RAM into program and/or 
data memory. The internal RAM can be con- 
figured as data memory, program memory 
or split into part data and part program. The 
only constraint is that the RAM can not be 
both program and data memory within the 
same address range. 

Table | describes the configuration per- 
mutations. When the ICE software is used, 
the memory configuration is normally set to 
SE8, which means that at least 2 KBytes of 
RAM from $7000 to $7FFF is configured as 
data memory, while RAM from $0000 to 
$6FFF is configured as program memory. 
(6). To write to the configuration register, 
use command *W E8’, 


The default setting for the 32-KByte ICES | 
is hex E8. The partition address divides the 
battery-backed RAM into program memory 
(below the partition address) and data mem- 
ory (above the partition address), 

A program in Intel-hex format can now 
be loaded into the internal program memory. 
For instance, to load the ICE monitor pro- 
gram with the aid of the ICES! host soft- 
ware, enter the load command, i.c., at the 
DOS prompt enter 


Start the ICES 1 
sofiware. 

Enter terminal 
emulation mode. 

Set ICES1I switch on, 
Set the baud rate for 
the ICE51, Response 
should be the Dallas 
loader prompt. 
Download Intel-hex 
format file. 

Enter the file name to 
downloud, 

File name. 

Set the ICES] switch 
S2 to off. 

Micro AMPS copy- 
right message should 
appear. 

Return to the host soft- 
ware; the monitor is 
now running. 


DALLAS <CR> 


YDU <CR> 


<CR> 


L<CR> 
<PgDn> 


DALLAS.OBJ <CR> 


<ESC> 


Alternatively any terminal emulator, such as 
Procomm, that supports ASCII file transfers 
can be used. 

At this point the monitor program has 
been downloaded. and the DS2250 has been 
configured correctly. To start executing the 
user code, switch $2 is set to ‘off’, and the 
uscr program will start executing from ad- 
dress SOOOO as if the code had been masked 
in the internal ROM. The advantages of 
using internal ROM-ed code is that all four 
parallel ports are available for user applica- 
tions. Two and a half of these ports would 
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Fig. 1. 
the socket for the 8031 in the target system. Software downloading is accomplished by means 
of a serial link to a PC running a terminal emulation program. 


normally be required for the address, data 
and control bus when the processor executes 
in expanded mode. 


The ICE51 software package 


The ICES! software, which ts available 
from Micro AMPS. provides debugging 
tools to convert the board from a DS2250 
evaluation board into a full-blown single- 
chip mode 8031 in-circuit emulator. The 
2 Kbytes large resident program is loaded 
into the DS2250 starting at address SO000 up 
to $O7FF. User applications can then be 
loaded from $0800 onwards. The interrupt 
vectors are shifted by an amount of S800. 
i.e. 


Interrupt Old New 

Ext. INT 0 S3 LIMP $803 
Timer 0 overflow $B LIMP S80B 
Ext. INT 1 S13 LJMP $813 
ele. 


The software provides tools for reading and 


Circuit diagram of the 8031 In-Circuit Emulator (ICE). Connector US1 is plugged into 


writing to internal and external memory, 
loading and saving Intel-hex code, reading 
and writing to the special function registers, 
disassembling code. starting = programs. 
managing up to 10 breakpoints, and single- 
step operation through programs. a 


Note: 

The hardware and sotiware described in this 
article are available from Micro AMPS Lid. 
¢ 66 Smithbrook Kilns © Cranleigh « Surrey 
GL6 8JJ * ENGLAND. Telephone: (0483) 
§05395, Fax: (0483) 268397. The author is 


joint managing director of Micro AMPS 


Ltd; 


Reference: 
“The 8031/8751 microcontroller". Efektor 
Electronics July/August (990, 
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Advanced input stage for a left/right revolution counter 


OST lett / right revolution counters are 


based on a shutter fixed on the axle of 


the motor that interrupts two infra-red sen- 
sors—see Trig. |, Whether the counter counts 
up or down depends on which tk sensor is 
interrupted in the first place. Most construc- 
tors connect the {Rk sensors directly to the 
input of the counter. The minimum distance 
between the sensors is normally 5 mm. 

A problem occurs when the motor stops 
at the exact moment the shutter is directly 
between the two sensors. The motor could 
then be turned the other way and the counter 
would count, although itshould nat. The prob- 
lem arises. of course, because of the way 
the sensors are connected to the counter. 
Clearly, an input circuit is required that ob- 
viates this and similar problems. The one pro- 


posed here counts correctly, irrespective of 


how many times the motor changes direc- 
tion ar at which angle it stops. 


Method of counting 


The method of counting is based on the tra- 
ditional shutter and two IR sensors as shown 
in Fig. 1. The counter must count Up when 
the sensors are interrupted in the sequence 
shown in Fig. 2a. Logic high means that the 
sensor is interrupted; logic low that it is not 
interrupted. 


COUNTS UP COUNTS DOWN 
Mnaze 890193126 


Circuit description 


The circuit of the input stage is shown in 
Fig. 3, When both sensors are not inter- 
rupted, the level at A and B is high (+5 ¥). 
When sensor A is interrupted, the level at A 
goes low. When sensor B is interrupted, the 
level at B goes low. Schmitt triggers Type 


by H. Matjaz 


transparent 


sensor A—._ 


1C1> 4093 
IG2 = 4004 
IC3= 4013 
IG4 =4082 
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CLOCK 


9013314 


ELEKTOR ELECTRONICS JANUARY 1991 


ADVANCED INPUT STAGE FOR A LEFT/RIGIET REVOLUTION COUNTER 
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900133-164 


900123-16b 


900132-19 


4093 are used here to ensure that the transi- 
tion of the sensor output from high to low or 
vice versa is fast enough for the circuit to 
operate satisfactorily. 

Production of an UP counting CLOCK pulse 
depends on three conditions being met: 


* the level at D must be high; 

* the level at A must be high; 

* the level at B must change from low to 
high. 


Similarly, production of a DOWN count- 
ing CLOCK pulse depends on: 


* the level at D being low (that is, the Q 
output of ICs, ts high}: 

* the level at B being high: 

* the levelat A changing from low to high. 


The four possible states are given dia- 
grammatically in Fig. 4. Gates (Cy. 1Cyq. 
ICs, 10a. ICs... 103, and [Cy cause the level 
at D to be high only on the transition trom 
state “I* to state 2°. The level at Dis low on 
transition from state “1 to “4°, This means 
that the CLOCK for LP counting is produced 
only when sequential transition from state * 1 
lo state “4° occurs (1-2-3441). For pow 
counting, the transition should be |—4—3—2- |, 
Some examples of when counting takes place 
or not are given in Fig. 5. Time constants 
R5—C) and Rg—-C> determine the width of 
the CLOCK pulse: for instance. if Rs = Re = 
10 KQ and C) = Cs = 1 nF, the width is 
10 us, 

When t!/bis high, the counter must count 
Up, otherwise bowy, 

The shutter is made of transparent mate- 
rial with a sector blacked as shown in Fig. 6, 
The sector may have various areas, while 
the sensors may be placed in a number of 
locations. Two will be discussed, 

The size of the shutter sector and the po- 
sition of the two sensors in Pig. 6a is suit- 
able for devices where the counting t.P must 
he at the same angle as the counting DOWN 
(@=0). This arrangement would find appli- 
cation in, for instance, @ transformer wind- 
ing system. 

The size of the sector and the sensor po- 
sitions shown in Fig. 6b are suitable for ap- 
plications where the motor has a high angu- 
lar velocity. 

The construction of a typical ik sensor, 
the Type H22A1, is shown in Fig. 7. while a 
typical application of the input stage is given 
in Fig, &. | 


8031 SINGLE BOARD COMPUTER 


Intel’s 8031 embedded 
controller chip contains all 
the essential ingredients of 
a microcomputer — I/O 
ports, a UART, interrupt 
lines, 16-bit timers and 
counters, an 8-bit CPU, 
and 128 bytes of 
RAMstack. All that is 
additionally required to 
form a fully functional 
computer is an operating 
system, a means of getting 
machine code to the CPU, 
a few operating switches 
and a visual display. Such 
a computer is described 
here. 


R. Grodzik 


HIS project uses the Intel 8031 microcon- 

troller to form a self-contained, machine 
code programmable computer — board, 
measuring only 100 x 160 mm. The opera- 
ting system, all 240) bytes of it (probably the 
world’s smallest...), is contained in a pre- 
programmed PROM, The project ts aimed in 
particular at experienced software and hard- 
ware designers who want to use the 8031 in 
stand-alone application circuits, such as 
automated control, 


Circuit description 


The block diagram of the single board com- 
puter, Fig. 1, show's the main elements of the 
computer: the 8031 MPU (master processing 
unit), & KBytes of RAM (random-access 
memory), a PROM (programmable read- 
only memory) and a data indication based 
on two LED displays. A handful of logic ICs 
complete the computer. 

Port 1 (lines P1.0-P1,7) provides eight [/O 
lines, Jatched input or output), whose logic 
status is continuously monitored by an intel- 
ligent hexadecimal display. Port 3 (lines 
P3.1-P3.4) provides four additional [/O 
lines, of which three have a dual function of 
external interrupt and counter input. 

The computer is controlled by the opera- 
ting system firmware resident in IC3, a 
PROM. The instructions in this PROM en- 
able the 8031 to read the data from the serial 
input port, and send it to the RAM, In addi- 


tion, the PROM provides the interrupt vec- 
tors for the system. 

A major and useful feature of the board 1s 
the provision of battery back-up for the 6264 
static RAM. As shown in the circuit diagram, 
Fig. 2, the RAM supply switching circuit 
consists of ICo, Re, R7, Rs and Ds. With a 5- 


11,0592MHz 


INTERRUPT AND I/O 9 
+ 


PORT 1/0 


DATA BUS 


ADDRESS BUS 


volt supply present on the board, the 3.6-V 
NiCd battery is permanently charged via Ds, 
which is forward biased, Resistors R7 and Rs 
form a potential divider, The voltage drop 
across Rs drives transistor T2, whose collec- 
tor voltage is brought low, Via the output of 
ICaB, a logic low is applied to pin 1 of ICeA, 


DATA’‘ADDRESS 
DEMULTIPLEXER 


ADDRESS BUS 


SUPPLY /BATTERY| 
SWITCHING 
CIRCUIT 


NicdT 
avé_| 


| 910012 - 12 @ 


Fig. 1. Block diagram of the single-board computer. 
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Fig. 2. Circuit diagram of the 8031-based computer. Data downloaded from the PC is shown on two ‘intelligent’ hex diplay devices connected 


to port 1 of the 8031. 


Pin 2 of [CoA remains high when the PROM 
is addressed. Above address QOFFy, one or 
more of the inputs of [C7, configured as a 
five-input OR-gate, go high, which in turn is 
inverted by ICsc. Next, a ‘low’ is applied to 
pin 2 of [Co4; pm 3 of Cea goes low and thus 
enables RAM ICs, while at the same 1C3 is 
disabled. 

When power is removed from the board, 
diode D3 becomes reversed biased, prevent- 
ing any current from the battery reaching the 
base of T2. Consequently, this transistor re- 
mains off, with its collector at battery volt- 
age. The output of buffer [CoB (pin 11), is 
therefore high. This propagates through 
IC6A to pin 20 of C4, thus disabling the 
RAM. Simultaneously, keep-alive voltage is 
supplied to pins 26 and 28 of [C4 to retain the 
memory contents. 
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Programming the computer 


These days, most people have access to a 
personal computer (PC), and with the addi- 
tion of one of many communications soft- 
ware utilities available, or, indeed, an 8031 
assembler, it is relatively simple to produce 
machine code and download it via the PC’s 
serial port to the input of the UART con- 
tained in the 8031. The code then resides in 
the on-board 8 KByte-large battery-backed 
RAM, which ensures that the downloaded 
program will remain intact in the event of 
loss of power. This method of programming 
a computer is particularly attractive because 
it dispenses with the time-consuming prac- 
tice of programming and erasing EPROMs 
whilst debugging the software. Here, it is a 
simple matter to re-edit the code on the host 


PC, and then download the final version to 
the computer board at 9600 baud. Even for 
the full eight kilobytes, the transfer only 
takes a few seconds, 

The author has deliberately avoided the 
use of Intel-hex or Motorola-s protocols. Ob- 
ject code can be downloaded in binary or 
ASCII format. The binary code is accommo- 
dated as byte-wide RS232 transmissions: 
8 data bits, 1 stop bit, no parity, 9600 bits per 
second, Alternatively, each byte can be 
downloaded as two ASCII words: i.e., 2F), = 
32asci followed by 46ascu. Line feeds, return 
codes and spaces must not be used in this 
format because the board’s operating system 
will identify them as invalid codes, and the 
display will start blinking rapidly. 

The board control switches could not be 
simpler: one ‘go’ and one ‘stop’ push-button. 
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Pressing the ‘stop’ button initialises the com- 
puter; the display will indicate ‘00’ when the 
system is up and running. The board is now 
ready to receive data at its serial port. The 
display will twinkle as the data is accepted, 
and the last code received will be displayed. 
The received data (if ASCII) is converted by 
the operating system to machine code (bytes) 
and placed from start address 0100), on- 
wards in the external memory. It will be clear 
that binary code does not require translation, 
and may be fed direct to the RAM. The con- 
tent of the PROM on the computer board, a 
745472, is given as a hex-dump in Fig. 4. 


Memory map and interrupt 
vectors 


The 8 KBbytes of external RAM occupy ad- 
dress range 0100), to 1FFF) (see Fig. 3). The 
first page, addresses 0000), to OOFFy, is occu- 
pied by the PROM. Therefore the maximum 
addressable range of the RAM is 7936 bytes 
(1 FOO). 

The three interrupt vectors (from external 
interrupts INTO, INT1 and timer 0) point to 
addresses at the top of the user RAM: 


INTO interrupt vector 1FFD), 
TIMER 0 interrupt vector 1FFA) 
INT] interrupt vector 1FF7) 


At these locations, a jump to the address of 
the interrupt service routine is usually 
placed, e.g.: 

IFFD; = 02.02.00 LJMP 0200 
to jump to address 0200; and service the in- 
terrupt request from there. The TIMER 1 in- 
terrupt is reserved for use by the operating 
system and therefore not available for 
general programming. 

As shown by the memory map of the sys- 
tem, Fig. 3, page 0 of the RAM (addresses 
0000),-0OFF,) is reserved for use by the oper- 
ating system. To execute the program, sim- 
ply press the ‘go’ button. Execution of the 
program will commence at address 0100p. 
Connect on an ADC or DAC to the port lines, 
and there you have it: computer control of 
the outside world. Data acquisition, moni- 
toring, counting, timing — the list is endless; 
it all depends on you. 


Construction 


Construction of the 8031 computer is fairly 
simple, as relatively few parts are involved. 
A double sided PCB is used with special pur- 
pose 0.8-mm pins for pinning through. 
These pins are much better than odd bits of 
thin wire which tend to break or fall through. 
The CMOS displays are static sensitive and 
fairly expensive, so use the standard static 
precautions when handling these devices. It 
is recommended to fit the displays and all 
ICs in sockets, which make for easier fault- 
finding. The NiCd battery is secured to the 
PCB with a few drops of two-component 
glue. 


USER MEMORY 
(7936 BYTES) 


_USER PROGRAM 


------ poe es 
‘ 
‘ 
1 


' 
OPERATING SYSTEM 
(256 BYTES) 

' 


1 
1 
1 
i 
I 
' 
1 
' 
1 
' 
' 
1 
1 
1 
1 
' 


PIN 13 PORT P3.3 
EXTERNAL INTERRUPT INT1 
VECTOR ADDRESS 


INTERRUPT TIMER 0 
VECTOR ADDRESS 
1 


PIN 12 PORT P3.2 
EXTERNAL INTERRUPT INT 0 
VECTOR ADDRESS 


0000 


910012 -11 


Fig. 3. Address map of the system. The first 256 bytes in the address space are reserved for 
the firmware PROM that contains the operating system and a number of interrupt vectors. 
The user memory has a size of slightly less than eight kilobytes. 


For binary download operation, strap 
pin 19 of IC3 to +5 V (pin 20); for ASCH 
downloading, strap pin 19 of IC3 to 0 V 
(pin 10). 

Once the discrete components, the crystal 
and IC sockets have all been soldered into 
place, check for solder bridges and ‘dry 
joints’. Use an ohmmeter to check for conti- 
nuity between all parts of the circuit. Next, 
apply power (5 V), and with the aid of a logic 
probe, ensure that the supply voltages and 
0 V potentials are present at the appropriate 
pins of each IC socket. For example, check 
[C2 pin 20 (+5 V), and pin 1 and pin 10 (both 
OV). 

Disconnect the power and insert IC, the 
8031, into its socket. This is where the 
author’s fault-finding tool, an inexpensive 
transistor radio, comes in. Power up the 


re ee aT ot 


board, tune into the medium-wave band and 
you should hear a hum of microprocessor ac- 
tivity. Placing your finger on the PROM 
socket to simulate software will modulate 
the output from the radio. If this does not 
happen, proceed no further, as there is prob- 
ably an open or short on your circuit board. 
Investigate and rectify. Next, switch off and 
populate the board with the remaining ICs. 
Power up and check with a logic probe that 
pins 32 up to and including 39 of [Ci are 
strobing. If everything is all right, the display 
reads ‘00’. If not, recheck everything. 


Connecting up 


Data connections to the serial port are via a 
6-way DIN socket and mating plug. Note 
that the board is also powered via this DIN 
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COMPONENTS LIST 


SPRINTplus listing of file A:8031.prm 


cocoa: 2 90 CO GZ FD FF FF 
ao0g10c: FF 02 F7 FF FF 
ogn2G: 90 01 Dz 75 98 
00030: Dz AF AB FE 380 
ocded: BO C2 32 36 98 Fi 
ooosa: 990 12 68 Fo 98 
aodee: 5 FO FO D2 32 FS 
eoo70: 4 40 06 94 40 02 
coosa: 73 94 37 oa aa &a 
oogga: 2F <0 e3 94 #30 
o00aA0; 74 88 30 ob AB 
NOOBD: a0 ca 22 FF 
aaoco: FS ao ; FF FF 
oacDe: 3 a AB Oz FF 
OOOEG: FF if FF FF 
OOOFG. FF FE FF 
00160: 6B FD FF 
0110: FF F7 FF 
0120: <2 3c ; 7s 
na13ao0: 2 bz AB FE 
a0140: 2 63 C% 32 33 9a 
00150: : A3 D: ee 80 
ac16G; 22 2 00 S6 BS 
901790: FF FF FF 
og1a80: FF FF FF 
uoiga: FF F FF FF 
oc1ao: FE & FF FF 
OO1LBO: FF FF FF 
g01C0; FF FF fF 
Q201D0: FF FF FF 
OO1EG: FF FF FF 
ao1FG: FF FF FF 
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device National Semi DM74S5472 


1F FA 

00 3a 

20 75 
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98 ES 
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30 02 

B4 40 

40 02 

oo FS 
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FF FF 

FF FF 

FF FF 

FF FF 

FF FF 
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OO 3A 
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09 75 

93 

BF 
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FE 

FF 

FF 

FF 

FF 

FF 

FF 

FF 
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Fig. 4. Hexdump of the firmware PROM, a type 74S472. 


socket. At the host computer end, connect a 
single screened cable to the ground and TXD 
pins of the serial port. Also tie the RTS and 
CTS pins together. 

All the port 1/O, interrupt, and power lines 
of the 8031 computer are brought out to a 16- 
way IDC pin header (K1), for connection via 
ribbon cable to peripheral devices. As shown 
in the photograph of the prototype, the pin 
header is a box type connector with eject 
headers. 


For further reading 


Various publications are available from 


Intel, detailing the programming of the 8031: 


(1) Intel $-bit Embedded Controller Hand- 
book (1989) (RS code 910-749); 

(2) Intel Embedded Controller Applications 
Handbook (RS code 910-777); 


These books, and data sheets on the 8031, are 
available from 

Intel Literature Sales ¢ P.O. Box 7641 © Mt. 
Prospect ¢ IL 60056-7641 ¢ USA. 

or, in the UK, from 

Intel Corporation (UK) Ltd. ¢ Pipers Way 
Swindon ¢ Wilts SN3 1RJ. Telephone: (0793) 
696000. t 


SLIDE POTENTIOMETERS IN THE VIDEO MIXER — AN UPDATE 


We understand that the mounting of the 
slide potentiometers in the video mixer pub- 
lished last year has caused a small difficulty 
with some constructors. 

There appear to be two types of slide 
potentiometer around, which, although they 
have the same track length, are mounted dif- 
ferently. In some cases, the type with two 
mounting lugs (Fig. 1) requires a few wa- 
shers, or short PCB spacers, to be positioned 
at the right height above the PCB. The sec- 
ond type (Fig. 2) has two holes through the 
potentiometer body. To enable this type to be 
secured to the PCB, mount two small sup- 
port plates and two spacers at the track side 
of the PCB, as shown in Fig. 2. The length of 
the spacers is determined by the required 
height of the slide potentiometer above the 
PCB surface. a 


“Video Mixer", Elektor Electronics January, 
February and March 1990. 


ELEKTOR ELECTRONICS JANUARY 1991 


sonia @ 


+ 
OUP TT 92 e 


SWR METER FOR 
1.5 - 70 MHz 


Waste not, want not! Radio amateurs are a breed 
of electronics enthusiasts who like to see every 
milliwatt of their precious RF power arriving where 
it belongs: at the antenna terminals. However, 
budgets being what they are (RF plugs and 
low-loss coax cable are pretty expensive...), 
impedance mismatches occur readily between the 
transmitter and the aerial, causing power 
reflection. The low-cost instrument described here 
will tell hams operating in the 160 m through 4 m 
bands the ratio of the forward to the reflected RF 


power. 


J. Bareford 


A standing-wave ratio (SWR) meter is an 

indispensable RF power monitoring 
instrument found in almost any radio ama- 
teur’s shack. It is often connected perma- 
nently between the transmitter / receiver rig, 
and the coax cable to the antenna. During 
transmissions, it provides a relative indica- 
tion of the transmitted power, as well as an 
indication of the ration of the forward RF 
power (i.e., the power fed to the antenna) to 
the reflected RF power (i.e., the power re- 
flected into the transmitter owing to a mis- 
match at some point in the transmission 
line). 

Since most radio amateurs have several 
transmitters and antenna systems, it is good 
operating practice to check the antenna 
match at a low power level, before starting a 


transmission. In this way, hams protect their 
precious RF amplifiers from going up into 
smoke owing to a gross mismatch, a faulty 
coax relay, or a totally absent antenna con- 
nection. During the transmission, hams have 
one eye on the tuning scale, and the other on 
the needle of the moving-coil meter in the 
SWR instrument. Just for reassurance? No, a 
must to ensure the best possible signal at the 
receiving station, 


Standing-wave ratio 


The ratio of the forward RF power to the re- 
flected RF power is called the standing-wave 
ratio, or SWR. Since, in the actual SWR 
meter, we are working with one, definitely 
established, transmission line impedance, 


Fig. 1. 


Circuit diagram of the SWR meter. The RF energy produced by the transmitter is 
coupled capacitively via C1, and inductively via L1 to establish the ratio of the forward to the 
reflected power. 


the term ‘power’ may be replaced by ‘volt- 
age’. Thus, in a transmission line system 
where a mismatch exists, we have a forward 
voltage, Li, and a reflected voltage, Ux. This 
allows the SWR to be determined from 


Ur + Ug 


SWR= — 8 
N= oe 


From this, it is seen that an SWR of 1 corre- 
sponds to optimum matching of the trans- 
mitter to the coax and antenna system. That 
is not to say that there are no losses: it only 
means that the transmitter output is 
matched to the load impedance formed by 
the transmission line, which includes the 
aerial, i.e., the load at the far end of the cable. 
In fact, the effect of an improperly matched 
antenna becomes smaller as the attenuation 
on the cable rises. This is because both the 
forward and the reflected power are subject 
to the same attenuation, A good discussion 
of the relative importance of the SWR is 
found in Ref. 1. Incidentally, long runs of 
lossy coax cable often form the perfect 
dummy load: any length of (matched) coax 
cable that introduces an attenuation of more 
than, say, 20 dB at the test frequency, will re- 
flect so little power that it looks like a perfect 
resistance to the transmitter (keep an eye on 
the dissipation, though!). 

Typical, tolerable, SWR values resulting 
from small mismatches are in the range from 
1.5 to 2.0. Most radio amateurs would agree 
that an SWR greater than 2 is a definite cause 
for investigating the mismatch, as then more 
than 11% of the transmitted power is 
‘wasted’ by reflection. The cause of the mis- 
match may be found in an incorrectly tuned 
RF amplifier, a piece of coax with the wrong 
impedance (the notorious 50/75-Q_ prob- 
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lem), birds on your aerial, a frozen-over 
aerial, the hectic of a contest, water in your 
coax cable, or a couple of faulty RE connec- 
tors somewhere on your attic or on the roof, 
Whatever the cause, make sure you elemi- 
nate it before starting to transmit, since many 
RF amplifiers, particularly those used for 
SSB (single-sideband) and other linear 
modes, do not like output mismatches, and 
produce an excessively wide output spec- 
trum, causing splatter in the band and an- 
noyance to your fellow hams in the 
neighbourhood, 


The circuit 


The circuit diagram of the present SWR 
meter is conventional, see Fig. 1. The for- 
ward and reflected powers induce RF volt- 
ages in a toroid inductor, Li, which is 
positioned around a short length of coax 
cable. Note that the cable is grounded at one 
side of the instrument only (a coax cable 
grounded at both ends does not radiate). 

The RF voltage supplied by the transmit- 
ter is capacitively coupled via C1 to serve as 
a kind of reference against which the for- 
ward and reverse powers are measured. The 
coupling capacitor is connected to a tuned 
circuit, L2-L3-C3-C2, that serves to balance 
the measurement circuit at higher frequen- 
cies (in the 6 m band and possibly the 4 m 
band also). 

The forward and reflected voltages are 
rectified by two diodes, Dt and D2, to estab- 
lish the relative powers and thus the SWR. 
The AAT19s used are low-capacitance point- 
contact germanium diodes with a low thre- 
shold voltage of about 0.2 V. A toggle switch, 
51, allows the user to select a (relative) for- 
ward power indication, or reflected power 
relative to forward power. 


Construction 


The layout of the double-sided printed cir- 
cuit board 1s shown in Fig. 2. Be sure to avoid 
overheating the trimmer, C2, while soldering 
its terminals. As shown in the photograph in 
Fig. 3, the two BNC sockets are connected by 
a short length of thin 50-Q coaxial cable, of 
which the screening braid is connected to the 
socket and the board at the antenna side 
only. In the prototype, the coax cable was a 
40-mm long piece of RG174U, which has an 
outside diameter of about 3 mm. 

The winding data of the two inductors in 
the instrument, L.1 and L2, are as follows: 
Pick-up inductor L1: 

Wind 30 turns of 0.2-mm dia (SWG36; 
AWG34) enamelled copper wire on a FT 37- 
43 ferrite ring core from Amidon Associates 
Inc. An alternative core is the FB 43-2401, 
Distribute the wire evenly on the core. Care- 
fully remove the enamel coating at the ends. 
Put the coax cable through the hole in the 
core, and solder the wire ends of the inductor 
to the holes marked ‘L1’ on the PCB, Connect 
the coax cable to the BNC sockets as indi- 
cated above. 

Choke L2: 

This is made from 6 turns of 0.2 mm dia. 
(SWG36; AWG34) enamelled copper wire 
through a 3-mm long ferrite bead. After 
winding the inductor, carefully remove the 
enamel coating at the ends, and solder the 
device in place. 

The completed printed circuit board fits in 
an Eddystone or Hammond diecast enclo- 
sure of about 1 1<6x3 cm. The size of the rec- 
tangular clearance in the lid of the enclosure 
depends on the meter you use. The lid is 
drilled to accept the threaded shafts of the 
sensitivity control potentiometer and the for- 
ward /reflected power switch. The connec- 


dia. coax cable connected between the input and output BNC sockets. 
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Fig. 2. Double-sided, not through-plated, 


printed circuit board for the SWR meter. 


Fig. 3. A look inside the prototype. Note that the toroid core, L1, is fitted around the 3-mm 


Resistors: 

2 1502 RI;R2 

2 1kQ R3;R4 

7. 100kQ linear potentiometer. Pt 

Capacitors: 

1 12pF Ct 

1 40pF trimmer , Te 

1° B2pF j C3 

2 40nF C405 

Semiconductors: 

2 -AATI9: D1;D2 

2 1N4148. D3;D4.. 

Inductors (see text): 

1° FT87:43 (Amidon) kA 

T= 3+min ferrite bead : Le 

1. 560pH L3 

enamelled copper wire'0.2. mm-dia. 

Miscellaneous: eo 

1. miniature SPDT. switch: SE: 
1 F00NA moving-coll meter M1... 
» 2~ BNO socket. KAK2: 

t 


diecast enclosure, e.g., Hammond 


type 15008 


160 RADIO AND TELEVISION 


tions between the board and the external 
components are shown in Fig. 4. 


Test and practical use 


Connect the completed SWR meter between 
a short-wave transmitter and a load you 
know to be non-reflective, eg., a dummy 
load of the appropriate impedance and 
power rating. Transmit at a continuous out- 
put power. If the indications of forward and 
reflected power appear to be reversed, swap 
the terminals of 11, or change the lettering of 
the switch on the instrument. 

Tf you work in the short-wave bands only, 
there is probably no need to adjust the bal- 
ance trimmer, C2. If you do work at 50 MI Iz 
or 72 MHz (UK only), connect a dummy load 
to the output of the SWR meter, and adjust 
the trimmer for minimum reflected power 
indication while transmitting at a relatively 
low power. 

Use the SWR meter as follows after mak- 
ing any change to your rig or antenna sys- 
tem: transmit at a continuous level, select 
forward power, and adjust the sensitivity 
control, Pt, for full meter deflection. Next, 
switch to reflected power. The higher the in- 
dication, the worse your antenna match. 


Reference; 

I. “Losses encountered when interconnect- 
ing cables having the incorrect impedance". 
by Dr. P. Brumim, DLZHG. VHF Connntsanici- 
Hos issue 3/1974, 


DUAL 70 MHz CMOS VIDEO 
AMPLIFIER 


~ Vp-p 
OUTPUTS 
INTO 750) 


Maxim Integrated Products introduces 
the MAX457, a monolithic [C compris- 
ing two 70 MEIz CMOS video amplifiers 
which can drive 75 Q loads. These am- 
plifiers operate from +5 V supplies. and 
together consume only 350 mW. The 
only necessary external components are 
two resistors for gain setting. and two 
decoupling capacitors. 

Without external compensation, these 
amplifiers are stable at a gain of | when 
driving 75 @ loads, and stable at a gain 
of 2 when driving 150 @ loads. This 
makes the MAX457 ideally suited to buf- 
fering video signals for transmission di- 


Fig. 4. 


NEW PRODUCTS 


rectly down 75 @ cables, or down back- 
terminated 75 © cables. Other applica- 
tions include driving flash converters, 
and providing output bulfers for cross- 
point switches such as the MAX456, 
Isolation between the two amplifiers 
is guaranteed to be greater than 60 dB. 
The MAX452 single version of this am- 
plifier can be used in applications requir- 
ing even greater tsolation. 
Maxim Integrated Products » 120 San 
Gabriel Drive * Sunnyvale « CA 94086. 
Telephone: (408) 737-7600. 
Maxim Integrated Products (UK) Ltd. 
+ 21C Horseshoe Park + Pangbourne + 
Reading RG8 7JW. Telephone: (0734) 
845255, Fax: (0734) 843863. 


MORE SUPPORT SOFTWARE 
FOR ELEKTOR 8052-BASIC 
COMPUTER 


RTB Computer Engineering now supply 
MCSCOM, a communication program 
specifically written to enable an IBM PC 
or compatible to support the Intel 8052- 
AH BASIC microcontroller. The main 


Where to connect the external components. 


functions of MCSCOM are selected from 


a menu, and comprise: 

A dumb terminal which communi- 
cates with the 8052 via a user selected 
port. using any of the standard PC baud 
rates. The X-on/X-off protocol is used, 
The modem control signals are ignored. 

A download mode in which programs 
may be downloaded to the 8052. Only 
numbered lines are transmitted; un-num- 
bered comments are ignored. 

A eapture mode which allows pro- 
grams and other output from the 8052 to 
be captured and written to a disk file. 

A line editor which is Wordstar com- 
patible and may be used to modify pro- 
gram lines in the 8052. The line number 
itself may be edited to produce copies of 
a line if required, 

Run-time parameters are stored in two 
files, one of which contains the user- 
defined defaults, the other the last used 
parameters. The parameter file may be 
selected from the command line at run 
time. This feature allows the user to 
carry on where he left off without having 
to redefine parameters. 

For further details. prices and orde- 
ring information, send a self-addressed 
enyclope to 
R..B. Computer Engineering + 163 
Duncombe Street » Sheffield S6 3RL, 
Telephone: (0742) 334370. 
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400-watt laboratory power 
supply 


October 1989 and November 1990 

A number of constructors of this popular 
project have brought the tollowing problems 
to our attention. 

1. The onset point of the current limit cir- 
cuit lies at about 3 A, which is too low. Solve 
this problem by replacing T) with a Type 
BCSI1? darlington transistor, and Rat with a 
82k02 resistor. 

2. Depending on the current transier ratio 


of the optocoupler used, the transformer 


produces ticking noises, This effect, which is 
caused by overshoot in the pre-regulation 
circuit, may be traced with the aid of an os- 
cilloscope monitoring the vollage across C26 
at a moderate load current. The capacitor 
must be charged at each cycle of the mains 


original 


Ics 


CNY17-2 


frequency, and not once every five cycles. 
The problem is best solved by reducing the 
amplification of the regulation circuit. Re- 
place Ri7 with a 39 kQ resistor, and create 
feedback by fitting it between the base and 
the collector of Ta. Also add a resistor in 
series with the optocoupler. These two 
changes are illustrated in Figs. 1 and 2. 
Lower Rie to 10 kQ, increase C24 to 10 uF, 
and increase R15 to 270 kQ. 

3. Excessive heating of the transformer is 
caused by a d.c. component in the primary 
winding. This is simple to remedy by fitting 
a capacitor of any value between 47 nk and 
470 nF, and a voltage rating of 630 V, across 
the primary connections. This capacitor is 
conveniently mounted on to the PCB termi- 
nal block that connects the transformer to the 
mains. 


4, One final point: when using LED 


modified 


Api 2 


foc 15. * 
eroieefe 


900146 - 13 l 


DVMs for the voltage/current indication, 
their ground line must be connected to the 
positive terminal of C12, 


Hard disk monitor 


December 1989 
In some cases, the circuit will not reset 
properly because the CLEAR input of IC3A is 
erroneously connected to ground. Cut the 
ground track to pin 3 of IC3, and use a short 
wire to connect pin 3 to pin 16 (+5 V). 


Microprocessor-controlled 
telephone exchange 


October 1990 

In some cases, the timing of the signals ap- 
plied to [C17 causes a latch-up in the circuit, 
so that the exchange does not detect the state 
of the connected telephones properly. Solve 
this problem by cutting the track to pin 1 of 
ICi7, and connecting pin 1 to ground (a suit- 
able point is the lower terminal of Co). 

The text on the fitting of wires on the 
BASIC computer board (page 19, towards 
the bottom of the right-hand column) should 
be modified to read: ‘Finally, connect pin 6 of 
K2 to pin 7 of [C3 (Y7 signal).’ 


S-VHS/CVBS-to-RGB 
converter (2) 


October 1990 
The capacitor marked 'C37’, next to R21 on 
the component overlay (Fig. 7b and ready- 
made printed circuit board), should be 
marked ‘C39, 

In case they are difficult to obtain locally, 
inductors type 119-].N-A3753 (Lt) and 119- 
LN-A5783 (12) may be replaced with the re- 
spective types 119-ANA-5874HM — and 
119-ANA-5871HM, also trom Toko, Ine. 
Suggested suppliers are Cirkit Distribution 
Ltd., and C-I Blectronics. - 

poe 
EPROM simulator =. pg. 
December 1989 ive 


Counters ICs and IC4 may not function 
properly owing toa too low supply voltage. 
This problem may be solved by replacing 
IC12 with a 7806. Alternatively, use BATS8S 
diodes in positions Di and D2. 


Programmer for the 8751 


November 1990 

The ready-programmed 8751 for this project 
is available at £35.25 (plus VAT) under order 
number ESS 7061, not under order number 
ESS 5951 as stated on the Readers Services 
pages in the November and December 1990 


issues. a » tt Ape 
icing adbis Ta nia fei ve 
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CORRECTIONS 


nent mounting plan are given in Fig. 3 to as- 
sist readers in producing this PCB, which is 
i 


ing capacitors in the symmetrical power 
supply section of the amplifier was designed 
after publication of Part 2 of this project. The — not available ready-made. 
track layout (mirror image) and the compo- 


Medium-power A.F. amplifier 


October and November 1990 
A circuit board to accommodate the smooth- 


E 


aes 
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HEN Peter Green, the Managing 

Director of Greenweld Electronics 
Lid. was sull working as an engineer with 
British Telecom, he used to go to elec- 
tronics materials surplus auctions to buy 
electronic and electrical components and 
other items for his hobby: electronics. 
He soon found that he could sell any com- 
ponents or items he did not need to his 
workmiites, In so doing. he laid the foun- 
dations of a highly successtul direct-mail 
electronic components business. 

While visiting an auction one day, he 
came dcross a vastnumber of surplus “talk- 
ing books for the blind” that contained 
several highly-valued electro-mechani- 
cal and electronic items. This consignment 
took up more than the storage space at his 
disposal: the family garage and several 
remed garages, which forced him to buy a 
small retail shop in Depttord, south London. 

One day. in 1973, Peter sat down and dis- 
covered to his surprise that he was carning 
more from the sale of electrical and elec- 
tronic components and other tems than from 
his job with British Telecom. 

Today. he heads a succestul direct-mail 
enterprise that stocks thousands of com- 
ponents in over 12.000 sq. ft. (close to 
4000 m2) of storage space and which has 
created a name of good value and reliabil- 
ity for its surplus Components. 

In the carly days, recalls Peter: “T used 
to geLhome tn the evenings from work and 
begin packing the orders that had arrived 
that day”. 

After running a full-time business from 
Deptford Broadway for about a year, Peter 
decided that the time had come to get out 
of London. “twas achoice between Bristol 
and Southampton: as | had a sister living 
in Southampton, | chose that city”. 

It was obviously a wise choice for Peter 
and Greenweld have prospered ever since. 
Their first location in Southampton 
was asmall retail corner shop, but 


PROFILE: 
GREENWELD ELECTRONICS 


by Bernard Hubbard 


Peter Green 


pany. Peter and his company moved there 
in April 1990. Says Peter: “There is plenty 
of room for expansion here and this will 
cnable us to widen the range of our stock”. 

Greenweld advertise extensively. otfer- 
ing theirrange of electronic components and 
equipment and mailing out large numbers 
of their catalogues to growing lists of cus- 
tomers.“ Allourresearch.” says Peter. “con- 
firms that our bargain pages are the most 
popular”. 

Orders flow in daily by post, phone or 
fax and the business handles on average over 
1000 orders (including shop sales} a week. 

“We vet a lot of personal callers, mainly 
from within the immediate areca, especially 
on Saturdays, but there are also people who 
come from all over the UK and Europe. 
particularly Denmark and Norway, seek- 
ing particularcomponents. We also have vis- 
itors from other parts of the world, Australia 
and New Zealand, lor instance. who come 
to us while they're in the UK on business 
or holiday. 

As with all mail-order establishments, 
Greenwel pride themselves on dispatch- 


ing the majority of orders on the same day 
they are received, depending, of course, 
on the availability of stock. 

Although Greenweld have a resident 
technician to deal with technical querics, 
Peter Green told us that: “some of our cus- 
tomers are extremely kKnowledgeable— 
they often provide detailed information 
on surplus goods. which we then pass 
on to buyers”. 

During the 12 months before moving 
to their present premises, Greenweld 
purchased Bi-Pak, which Peter describes 
as “a well-established business with a 
good reputation. We will continue to run 
it under its separate name for the fore- 

seeable future”. 

When Peter, a married man with two 
daughters, takes time out from his busi- 
ness life, itis to ‘tread the boards*. He is a 
very active member of the Pepperbox Players, 
an amateur dramatic group. 

Looking back over his [7 years in the 
electronic components business, 43-year- 
old Peter reflects: "Our secret has been to 
locate good supplies of surplus stock at com- 
petitive prices and pass these on to the cus- 


tomer ata reasonable price. As the pace of 


modern technology quickens, there is likely 
to be more and more high-quality surplus 
being generated”. 

Locating that surplus is one of Peter's fun- 
damental tasks and results in his travelling 
thousands of miles a year. seeking the nght 
stock. Ele says: “Over the years, | have de- 
veloped a wide range of contates through- 
outthe industry and nowadays more and more 
people approach me with surplus stock, 
Consequently, [travel far less than | used to”, 

The prices and quality of Greenweld's 
products are such that more and more re- 
tailers are buying from the company. According 
to Peter: “Ten per cent of our business is 
now wholesale, and we also supply a large 

number of educational estab- 
lishments”. 


this was soon outgrown and a 
shop in a more prominent loca- 
tion. in Millbrook Road,one of 
the main roads close to the heart 
of the city. was purchased. Business 
thrived there until the need tor 
more storage space forced the 
company to move again. “Tt has 
taken me a long time to find suil- 
able frechold premises”, says Peter. 

These ‘suitable freehold 
premises’, a few minutes from 
Millbrook Road. formerly housed 
an optical manufacturing com- 


Current Greenweld premises in Southampton 


With classic British under- 
statement, Peter deseribes him- 
self as being “not very techni- 
cal, more a bit of a salesman”. 
That statement belies the ex- 
pertise of aman who has learned 
to market electronic compo- 
nents at the right price in the 
right manner and who had the 
business acumen to rent out his 
former frecholds when the 
Greenweld expansion forced 
him to move his business to 
larger premises. & 
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READERS SERVICES 


All orders. except for subscriptions and past 
.55ues. must be sent BY POST to our Landon 
office using the appropriate form opposite. 
Please note that we can not deal with PER- 
SONAL CALLERS. as no Stock ts carred at 


the editorial offices 

All prices shown are net and customers in the 
UK should add VAT where shown. ALL cus- 
tomers must add postage and packing char- 
ges for orders up to £15.00 as follows: UK, 
£1.00: Europe. £1.50; other countries, £2.00 
isurface mail| or £3.00 facrmaili. For orders 
over £15 00. but not exceeding £50.00, these 
p&p charges should be doubled. For orders 
over £50.00 in value, p&p charges will be 
advised. 


LETTERS 


Letters of a general nature. or exoressing an 
opinion, er concerning a matter of common 
interest in the field of electronics, should be 
addressed to The Editor. Their publicatron in 
Elektor Electronics is at the discretion ot the 
Editor, 


PAST ISSUES 


A limited number of past issues {fram 
July/August 1987 onwards) is available from 
Worldwide Subscription Service Ltd + Unit 
4+ Gibbs Reed Farm + Pashley Road « 
TICEHURST TNS 7HE + England. to whem 
orders should be sent. Prices including paost- 
age for single copies are £1.90 {UK and Eu 
rope) £2.25 (outside Europe -—surface mail} 
or £3.75 (outside Europe —airmail} 


PAST ARTICLES 


Photo copies of articles from January 1978 
onwards can be provided, postage pard, al 
£1.50 {UK and Europe). £2.00 (outside Eu 
rope —surface mail), or £2.50 (outside Eu- 
rope —almailj. These copies may be 
ordered from our editorial ottices in Landon 


TECHNICAL QUERIES 


Although we are always prepared to assist 
feaders on solving ditticulues they may ex 
perience with pro,ects that have appeared in 
Elektor Electronics during the PAST THREE 
YEARS ONLY. we regret that these can not 
n any circumstances be dealt with by tele- 
phone or facsimile 


COMPONENTS 


Components for projects appearing in Efektor 
Electronics are usually available trom appro- 
priate advertisers in this magazine. If difficul 

ties in {he supply of components are 
envisaged. a Source witl normally be advised 
nthe article 


The following books are currently 
available: these may be ordered 
from certain electronics retailers or 
bookshops, or direct from our Lon- 
don office. 


301 Circuits £6.25 
302 Circuits £6.25 
303 Circuils £7.95 
Data Sheet Book 2 £8.25 
Data Book 3 £8.95 
Microprocessor Data book £8.95 


BINDERS 


Elektor Electronics Binder £2.95 


FRONT PANELS 


Price VAT 
(£) 


PROJECT 


No. 


(£} 
All-solid stare 
oreamplifie: 


241 
1.30 


LF2HF signa tracer 
Video mixer 
@ meter 


Budget sweep-functon 900040 F 

generalor 

High current hee gooore-F 14.00 2.10 
tester 

400 WlaboraloryPSU s00082-F 1750 2.63 
Milllohmmeter 910004-F 14.00 2.10 


EPROMS / PALS / MICROCONTROLLERS 


PROJECT No. Price VAT 

(£} (€) 

Irtelligant ime slancara $54 1090 150 
il« PPB4} 

561 875 1.32 


Send this order form to: 


ELEKTOR ELECTRONICS 


(PUBLISHING) 
DOWN HOUSE 


BROOMHILL ROAD 
LONDON SW18 4JQ 


ENGLAND 


Please supply the following. 


K 
rPocte-co 


ORDER FORM. 


Address 


Telephone 


READERS SERVICES 


~~ 


VAT No. 454 135 463 | 


Post Code 
Date | 


For PCBs, front panels. EPROMs, PALs, microcontrollers and | 
diskettes, state the part number and description; for books. state the full title; for photocopies 

of articles, state full name of article and month and year of publication, Please use block | 
capitals. For TERMS OF BUSINESS see overleaf. 


Method of payment (tick as appropriate): 
4 Cheque (payable to Elektor Electronics) 


QO Bank draft 
oF 

=| 

a | 

aic 


PROJECT 


Cen‘rorics interface 

for slide fader 

11 » PAL1BR4) 

pP-contra) ed sadio 

synthesizer, 1 \ 27C64} 

Portadle MIDI keyboard 

(1 < 2764) 

Prich control tor CD 

payersit x2 < 

MIDI control unt 

(1 x 27064) 

Ihe digital model Lrair 

fx 2/64) 

Darkroom clock 

i1 + 27128; 

Siave rai rope 

for | TS. i1 « B748h) 

FPROM emulator 

{1 - 8748HI 

Micro contalier driven 

power supply ~ 87515 

toromoa.s FO 
\ 8751) 


(1 » 2764) 
Four-sensar sunshine 


recorder {1 » 27128) 
uP-controlled telaghane 
exchange /1 » 27128) 
8751 programmer 

“4 975") 


10 


19 


10 


10 


00 


oo 


oo 


13.0: 


38.2 


5 


DISKETTES 


Price 
(£) 


PROJECT No. 
FAX interlace 162° 
lor Atar ST (b'w on'y) 

tor Archimedes “03° 
* send ‘ormatied 3.4 in diskette 
Oigdal Tedel train 103 
Logic Analyser ‘or Atari 113 
ST [bw erly! 
Camputer-coatrolled 113 
Teletext decoder 

Plotter driver 7 
Fax interface tor IBM PCs 119 
RAM extersion tor BAC 8 12 
EPROM siriulator 129 
A5S-232 splitter 1411 
Centronics ADC/DAC 142 
Trars‘stor characteristic 1431 
platting {Atan S1 ow 

ROM -copy for BASIC 1444 


ELEKTOR ELECTRONICS JANUARY 1991 


10.0 


mn 


so 


PROJECT No, Price VAT 
(f) (8) 
| computer 
1 programmer 1471 6.50 0.38 | 
PT100 the: "AaB? 6.50 0.¢8 


Giro transfer (our a’c no. 34 152 3801) 
Postal/money order 
Access’ V|ISA/Master/Eurocard 


Expiry date: 
| 


PRINTED CIRCUIT BOARDS 


PROJECT No. Price VAT 
(£) (fk) 


JULY/AUGUST 1990 
100 MHz TTL-cor 
patible 1’ oscillator 


890778 Net ava‘lable 


Battery tes see advert on pp. 6 7 
-* 0A pawer gceo45 +: 50 173 
490115 Not 
UPBS-1 1 
900028 Not 
Mooi FM transmitter? 896118 2.25 
Sound denedulator for 900057 3.75 ¢.56 
satellite T\ 
Electroric c man 804002 Not available 


304012 


Not availap'e 
75 0.56 


available 


SASSY power supply 
Audio power indicate: 
Deluxe NiCd bettery 
charge 

eve indicalor 


NSIVE Iransiste* 


Not 


904006 
994005 


No! available 
Not availaole 


Ma 15 voltage recor 904923 Not available 
Thirty flashing LEN 804019 Nol available 
Four-morilor driver ID4G6F §.25 G79 
for PCs 

Save ma.1s on/off 994057 Not availaole 


contral 
SMT prototyping board 804035 3.59 
“can net be suppliec to readers in Ihe UK 


0.54 


SEPTEMBER 1990 


High-current h-e tester 5.50 083 
Automatic teadiight 3 Not available 
switch 
Infra-red remote 675 1.01 
canto. 


89005* Not availabe 


Not available 


1.5 GH? prescaler 
Three in a rove 
Sounc generator 
Sicreo playbac« 
amplier 


See advert cn pp. 
00062 Not ava ‘able 


Sub-total (£) 
P&P (&) 
Total paid (8) 


VATS) | Total «| | 


Signature: | 


PROJECT 


No, 


Price VAT 
(£) (f) 


OCTOBER 1990 
Gaitas tuner 3 Not avaiable 


900081 14.00 e270 


uP controlled teeprone 
exckang 


Tured UHF TV prearapitier 


S-VHS:C¥BS-10-AGB $c0055 
converler 


Not availab'e 


12 1.44 


25 


Phase meter 


6 Not available 


NOVEMBER 1990 
400 watt laboratory PSL 


11.06 165 


Achve miri sul 690 
Dubbing mixer EV? art orn pp. 68-63 
Mec um-power audio 9.60 135 
amplifier 

Pragrurter tor the 8781 900100 7.00 1.05 
PT*OG thermometer 900°O5 5.00 0.75 


Digital capacitance $00124 Not ava. lable 


meter 
TUAF370 Gar radio 
boosler 


960046 Not available 


DECEMBER 1990 


Active midi subweofer $6.25 0.79 
Drolwick tire standard = 900119 Nol available 
Milliohmmeter 910004 5.06 0.75 
Phase cieck for gant 4-122 8.0% 12 


audia systems 


conrélled Vaca 
secoder i 1) 


See advertonpp 6-7 


Signa supp 


a. -$0.1d sta $O4024 3/5 956 
Bath full’ indicato- 904062 Nol availan:e 
Widebard JHF ampulier 964079 Not availabe 
C64 4 B/9-4 card 904066 No: available 
Audio pul selector 6.25 0.94 
Seare1 te mor tor 4.09 060 


90. 


Logic leste- 683 Not avadable 


JANUARY 1991 
Logic analyser (11 
bus beard 


PC controllad Video- 
vext decoder [2) 


SWR rieter 


Woog9d-4 990 194 
See adve’t on pp 58-69 


300013 Nol availaple 


